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FOREWORD 


This  report  is  published  annually  by  the  Office  ''f  the  Secretary  of 
Defense,  Washington  Headquarters  Services,  Directorate  for  Information 
Operations  and  Reports.  It  presents  data  on  Department  of  Defense  (DOD) 
prime  contract  awards  over  $10,000  by  service  category  arid  Federal  Supply 
Classification  code  for  fiscal  years  1979  through  1982.  Data  include 
statistics  on  both  military  functions  of  the  DOD  and  civil  functions  of  the 
Army  Corps  of  Engineers. 

Requests  for  additional  information  should  be  addressed  lO  the 
WHS/DIOR  Special  Projects  Division,  Room  1C535,  The  Rentas'".!, 
Washington,  D.C.,  20301. 

The  contents  of  this  publication  may  be  reprinted  without  permission. 
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INTRODUCTION 


This  report  preserts  summary  data  on  Department  of  Defense  (DOD)  prime  contract  awards 
over  SIO.OOO  by  ^rvice  Category  and  Federal  Supply  Classification  (FSC)  for  Rscal  Years  (FY)  1979, 
1980, 1981,  and  1982.  Since  FY  1980,  the  report  has  included  data  for  civil  functions  (Mrformed  by  the 
Army  Corps  oi  Engineers.  Civil  functions  encompass  planning,  programming,  designing,  con¬ 
structing,  and  operating  Federal  water  resource  projects  for  navigation,  flooct  control,  hydroelec¬ 
tric  power  production,  water  supply,  recreation,  and  other  related  activities. 

Data  are  presented  in  three  tables: 

Table  A  —  This  table  covers  awards  for  research,  development,  test,  and  evaluation  work 
(RDT&E).  Data  are  displayed  according  to  standard  DOD  procurement  program  categories. 

Table  B  —  Data  on  awards  for  other  services  and  construction  are  provided  in  Table  B,  arrayed  ac¬ 
cording  to  Federal  Procurement  Data  System  codes  and  descriptions.  This  structure,  which 
covers  all  non-RDT&E  services,  is  composed  of  19  groups  and  almost  300  individual  classes. 
Some  of  the  groups  which  are  shown  on  Table  B  include  Construction  of  Structures^and  Facilities, 
Operation  of  Government-Owned  Facility,  Lease  or  Rental  of  Equipment,  and  Utilities  and 
Housekeeping  Services.  This  system,  now  employed  as  a  federal  requirement,  was  originally 
developed  for  the  purpose  of  reporting  the  procurement  of  services  other  than  RDT&E. 

Table  C  —  Table  C  contains  data  on  awards  for  supplies  and  equipment,  presented  according 
to  the  appropriate  Federal  Supply  Classification  (FSC)  code  and  description.  This  structure  is 
composed  of  77  groups  and  approximately  636  individual  classes.  This  system  was  developed 
primarily  for  supply  management  of  items  known  to  be  in  the  supply  system  of  the  Federal  govern¬ 
ment.  Definitions  of  the  classes  appear  in  the  Cataloging  Handbook,  FadenI  Supply  Classifica¬ 
tion,  Part  I,  '’Groups  and  Classes,”  H2-1,  which  may  be  purchased  from  the  Superintendent  of 
Documents,  U.S.  Government  Printing  Office,  Washington,  D.C.  20402. 

While  there  are  many  similarities  between  the  FSC  codes  used  in  this  publication  and  the 
Standard  Industrial  Product  Codes  (SIC)  used  by  the  Census  Bureau  of  the  Department  of  Com¬ 
merce,  the  exact  points  of  agreement  and  disagreement  have  not  been  ascertained.  In  many  (^nsus 
reports,  SIC  data  are  based  on  the  primary  product  of  an  establishment  rather  than  on  the  in¬ 
dividual  products  it  produces,  in  addition  to  code  content  differmces,  data  from  this  report  and 
certain  Census  Bureau  reports  do  not  agree  as  far  as  the  time  peood  covered  or  the  point  In  time 
when  data  are  reported.  This  report  provides  fiscal  year  data  on  ccntract  awards  (regardless  of  the 
date  on  which  the  product  is  to  be  delivered).  Census  Bureau  repons  contain  calendar  year.figures 
measuring  annual  shipment  or  production,  which  may  take  ptaire  several  years  after  contract 
award.  [ 
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DATA  CHARACTERISTICS 


The  data  presented  in  this  report  have  the  following  characteristics: 

1.  Data  cover  only  prime  contracts  (those  awarded  directly  by  the  Department  of  Defense).  The 
large  number  of  subcontracts  awarded  for  basic  and  intermediate  materials  and  components 
are  not  reflected  in  this  report.  As  an  example,  most  of  the  steel  plating  for  ships  is  purchased 
by  defense  prime  contractors.  Only  a  small  portion  is  purchased  directly  by  DOD  (see  code 
951 5)..  Similarly,  a  large  dollar  amount  of  electronic  equipment  is  purchased  by  defense  con¬ 
tractors  who  have  received  prime  contracts  for  missiles  and  other  weapon. systems. 

2.  Detailed  information  on  procurement  actions  of  $10,000  or  tess  are  not  included  in  this  report. 
However,  in  each  of  the  Fiscai  Years  1079  through  1982,  from  to  more  than  $8  billion  was 
spent  on  these  small  transactions.  This  report’s  exclusion  of  these  procurements  therefore 
understates  the  purchase  of  commercial  type  items  and  services  and  may  overemphasize 
military  hard  good  items,  which  are  normally  purchased  in  large  dollar  amounts.  Due  to  this  ex¬ 
clusion,  as  an  example,  subsistence  purchases  (FSC  Group  89)  may  be  extremely  understated. 
However,  information  about  the  makeup  of  these  small  purchases  does  not  permit  the  iden¬ 
tification  of  all  categories  and  commodities  and  services  which  are  similarly  understated. 

3.  For  security  reasons,  some  contracts  have  been  reported  with  a  classification  other  than  the 
one  describing  the  item  purchased.  Therefore,  data  for  a  number  of  the  Federal  Supply  Classes 
presented  may  be  incomplete. 

4.  Data  categorizing  contract  awards  by  Service  Category  and  Federal  Supply  Classification  in¬ 
clude  awards  to  all  types  of  contractors.  In  this  respect,  the  coverage  differs  from  other  reports 
published  by  WHS/DIOR  which  provide  this  type  of  information  only  on  awards  to  business 
firms  in  the  United  States. 

5.  Figures  in  this  report  are  shown  in  millions  and  may  not  add  up  due  to  rounding. 


HIGHLIGHTS  OF  FY  1981  DATA 

Prime  contract  awards  in  FY  1982  totaled  $124,725  million.  This  is  $19,502  million,  or  18.5  per¬ 
cent,  more  than  in  FY  1981.  As  shown  or  tabulated  from  this  data  in  Table  1  (page  5),  Intragovern- 
mental/Foreign  Military  Sales  (FMS)  awards  increased  by  $2,957  million  or  30.2  percent;  awards  for 
work  outside  the  United  States  increased  by  $963  million  or  14.7  percent;  and  awards  to  educa¬ 
tional  and  nonprofit  inutitutions  increased  by  $313  million  or  18.7  percent.  Awards  to  business 
firms  showed  the  largest  dollar  increase,  $15,268  million  or  17.5  percent.  When  considering  the 
overail  percentage  distribution  of  awards,  changes  were  seen  in  only  two  categories  —  awards  to 
business  firms  for  work  in  the  United  States  decreased  by  1  percent  and  intragovemmental/FMS 
awards  increased  py  1  percent. 

Table  2  (page  5)  shows  that  actions  over  $10, (XX)  in  ,FY  1982  totaled  $116,660  million.  This  is  an 
increase  of  $19,271  million  or  19.8  percent  over  FY  1981.  . 

Table  3  (page  6)  provides  data  by  the  type  of  effort  for  awards  over  $10,000.  !t  shows  that 
awards  for  RDT&E  work  increased  by  $4,399  million  or  42.0  percerit;  awards  for  other  services  and 
construction  increased  by  $6,109  million  or  26.7  percent;  and  supply  and  equipment  awards  in¬ 
creased  by  $8,762  million  or  13.7  percent. 
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Awards  for  Rasaarch,  Devsiopment,  Teat,  and  Evaluation  (RDT&E) 

Within  the  RCT&E  category,  (See  Tabie  A,  page  11)  research  decreased  by  $9  miiiion  or  1.3 
percent,  expioratory  development  increased  by  $204  million  or  18.9  percent,  and  other  develop¬ 
ment  increased  by  $4,303  million  r  r  52.3  percent,  while  management  and  support  decreased  by 
$98  million  or  20.8  percent.  The  percentage  distribution  among  these  types  of  RDT&E  work 
decreased  by  2  percentage  points  for  research;  decreased  by  1  percentage  point  for  exploratory 
development;  increased  by  5  percentage  points  for  other  development;  and  decreased  by  2 
percentage  points  for  management  and  support.  In  FY  1982  ROT&E  was  distributed  as  follows: 
research  accounted  for  5  percent;  exploratory  development  accounted  for  9  percent;  other 
development  accounted  for  84  percent;  and  managemnt  and  support  accounted  for  3  percent. 
Table  4  (page  6)  shows  FY  1981  and  1982  comparisons  by  selected  subcategories  within  the  000 
claimant  programs. 

A  comparison  of  the  ROT&E  claimant  programs  for  FY’s  1981  and  1982  shows  that  the  largest 
increases  in  dollar  voiumd  were  ''>r  aircraft,  $2,167  million;  missiles,  $1,045  million;  and  electronic 
and  communications  equipment,  $952  million.  The  only  program  which  showed  a  significant 
decrease  in  dollar  volume  was  ammunition,  which  declined  by  $15  million  or  5.1  percent. 

Other  Service  end  Construction  Categories  (With  Changes  of  $100  Million  or  More) 

As  shown  in  Table  5  (page  7),  the  service  category  which  had  the  most  significant  dollar  in¬ 
crease  of  $100  million  or  more  in  fS'  1982  was  Professional,  Technical,  and  Management  Services; 
the  increase  in  this  category  was  $1,522  million  or  46.6  percent. 

Federal  Supply  Classification  (FSC)  Groups  (With  Changes  of  $100  Million  or  More) 

A  comparison  of  the  FSC  groups  with  changes  of  $100  million  or  more  (see  Table  6,  page  7) 
shows  that,  from  FY  1981  to  FY  1982,  group  15  (Aircraft  and  Airframe  Structural  Components)  had 
the  most  significant  dollar  increase;  ($1,594  million  or  17.0  percent).  Group  91  (Fuels,  Lubricant, 
Oils  and  Waxes),  which  had  the  largest  increase  in  FY  1981  over  FY  1980,  this  year  decreased  by 
$2,361  million  or  18.2  percent.  The  on'y  other  decrease  was  in  Group  34  (Metalworking  Machinery) 
which  dropped  by  $209  million  or  76.9  percent. 


TABLE  1 


FISCAL  YEARS 

(Millions  of 

Dollars) 

TYPE  OF  CONTRACTOR 

1979 

1980 

1981 

1982 

Total  Awards 

$70,956 

$83,686 

$105,223 

$124,725 

Business  Firms  for  Work 
in  the  United  States 

Educational  and  Nonprofit 

58,544 

66,704 

87,195 

102,463 

Institutions 

1,247 

1,456 

1,671 

1,984 

Intragovernmental/FMS 

7,288 

10,160 

9,798 

12,755 

Work  Outside  the  United  States 

3,877 

5,367 

6;559 

7,522 

Percent  of  Total 

Total  Awards 

100 

100 

1M 

100 

Business  Firms  for  Work 

in  the  United  States 

Educational  and  Nonprofit 

83 

CO 

83 

82 

Institutions 

2 

2 

2 

2 

Intragovernmental/FMS 

10 

12 

9 

10 

Work  Outside  the  United  States 

5 

6 

6 

6 

TABLE  2 


. 

FISCAL  YEARS 

(Mllllonti  of  Dollars) 

TYPE  OF  ACTION 

1979 

1980 

1981 

1982 

Total  Awards 

$70,956 

$83,686 

$105,223 

$ 

124,725 

Actions  Over  $10,000 

64,722 

76,807 

97,389 

■ 

116,660 

Actions  of  $10,000  or  Less 

6,234 

6,879 

7,834 

8,065 

Percent  of  Total 

Total  Awards 

100 

100 

100 

100 

Actions  Over  $10,000 

91 

92 

92 

94 

Actions  of  $10,000  or  Less 

9 

8 

8 

6 

5 


TABLE  3 


TYPE  OF  EFFOflT 

Total  Awards  (Over  SI  0,000) 
RDT&E 

Other  Services  and 
Construction 
Supplies  and  Equipment 


Total  Awards  (Over  310,000) 
RDT&E 

Other  Services  and 
Construction 
Supplies  &  Equipment 


FISCAL  YEARS 
(Millions  of  Dollars) 

1979 

1980 

1981 

1982 

$64,722 

$76,807 

$97,389 

$116,660 

8,545 

9,470 

10,483 

14,882 

17,726 

20,386 

22,847 

28,956 

38,452 

46,951 

64,059 

72,821 

Percent 

of  Totdl 

■  100 

1M 

100 

100 

13 

12 

11 

13 

27 

27 

23 

25 

60 

61 

66 

62 

TABLE  4 


(Millions  of  Dollars) 

FISCAL 

YEAR  CHANGE 


RDT&E  By  Claimant  Program 

1981 

1982 

Amount 

Percent 

Aircraft 

$  739 

$2,906 

2,167 

293.2 

Missiles 

4,603 

5,648 

1,045 

22.7 

Ships 

253 

328 

75 

29.6 

Tank-Automotive 

150 

160 

10 

6.7 

Weapons 

208 

268 

60 

28.8 

Ammunition 

293 

278 

-15 

-5.1 

Electronic  and  Communications 
Equipment 

2,582 

3,534 

952 

36.9 

Services 

1,474 

1,514 

40 

2.7 

All  Other 

180 

24S 

65 

36.1 

TABLE  5 


' 

(Millions  of  Dollars) 

FISCAL  YEAR 

CHANGE 

SERVICE  CATEGORIES 

1981 

1982 

Amount 

Percent 

Professional,  Technical,  & 

Management  Services 

$3,266 

$4,788 

$i,522 

46.6 

Maintenance,  Repair,  & 

Rebuilding  of  Equipment 

3,654 

4,842 

1,188 

32.5 

Utilities  &  Housekeeping 

Services 

2,363 

3,432 

1,069 

45.2 

Construction  of  Structures 

&  Facilities 

4,552 

5,392 

841 

18.5 

Transportation  &  Travel 

1,178 

1,697 

519 

44.1 

Maintenance,  Repair,  or 

Alteration  of  Real  Property 

2,424 

2,927 

502 

20.7 

Operation  of  Government- 

Owned  Facilities 

2,211 

2,466 

256 

11.6 

Medical  Services 

59 

282 

224 

380.8 

Lease  or  Rental  of  Equipment 

569 

719 

150 

26.3 

Training  Services 

663 

352 

-311 

-46.9 

TABLES 

(Millions  of  Dollars) 

' 

FISCAL  YEAR 

CHANGE 

FSC  GROUPS 

1981 

1982 

Amount 

Percent 

15 

$  9,351 

$10,945 

$1,594 

17.0 

13 

1,659 

3,001 

1,342 

80.S 

58 

6,617 

7,646 

1,029 

15.6 

44 

322 

1,335 

1,013 

315.0 

14 

4,908 

.  5,799 

891 

18.2 

-  12 

906 

1,602 

696 

76.9 

10 

993 

1,473 

480 

48.4 

25 

878 

1,357 

48c 

54.7 

23 

2,015 

2,49^ 

476 

23.6 

66 

1,230 

1,630 

400 

32.5 

28 

5,021 

5,414 

393 

7.8 

19 

4,258 

4,593 

335 

7.9 

59 

1,293 

1,591 

298 

23.0 

18 

458 

753 

295 

64.5 

70 

610 

862 

251 

41.2 

84 

627 

814 

187 

29.8 

17 

203 

349 

146 

71.8 

20 

90 

198 

108 

119.5 

34 

272 

63 

-209 

-76.9 

91 

12,937 

10,577 

-2,361 

- 18.2 

TABLE  A 


Net  Value  of  Prime  Contract  Awards 
Over  $10,000 

for  Research,  Development, 

Test,  and  Evaluation,  by  Procurement: 
FY  1979,  1980,  1981,  and  1982 


Table  A.  Research,  Development,  Test,  and  Evaluation 


(Amounts  in  Thousands  of  Dollars) 


PROCUREMENT  PROGRAM 

fiscal  year 

1979 

1980 

1981 

1982 

*NO  k£i.A’’ED  ASSEMBi-lFS  AND  SPARES  1 

i 

irCSEARCH 

EXPL3RATCKV  OEVELOP>«NT  1 

'3THER  OEvElOP^^EST 

MANAGEMENT  ANO  tUPPOUT 

SSf 
4,624 
«»S. 639 

396 

104 
7,001 
700. 724 
lOf 

639 

13,616 

126. 696 

1 ,620 

1 . 863 
76.633 
2. 120, 627 
12,16* 

total 

S09. 1SS 

700. 144 

144,076 

2,21P,401 

AIRCRAFT  EI»RIN£S  ANO  RELATED  SPARES  ANO  SPARC  PARTS 

^^EARCh 

Exploratory  OEvEi.OPmEnt 
other  development 

MANAGEMENT  ANO  SUPPORT 

302 
9,.9«1 
279. OSO 
2.292 

900 
9.307 
230, 104 
700. 

1,401 

0.  120 
39*. 263 
210 

4.630 

21.932 

391.200 

0 

total 

203,301 

249,000 

307,003 

377,496 

other  AIRCRAPT  equipment  ANO  supplies 

—mm 

RESEARCH 

EX♦•LOR^TORY  OrvCLOPMENT 
other  OEvE'.CPMCnT 

MANAGEMENT  ANO  Su‘>PORT 

7,40* 

14,000 

S3.4SS 

t0.S07 

1,020 

20.  704 

07.706 

2,432 

1.600 

34,609 

166.900 

4.020 

totll 

126.461 

120,644 

,  227, 163 

300.299 

tqtaw.  aircraft 

' 

research 

EXPlOPATOPY  0€VC.OPM€NT 
other  OEvFtOPMCNT 
manaoemcnt  ANO  Support 

6.340 

29. 1 19 
1.200,216 
.13,207 

2.903 

30, 102 

1,  129.700 
3.40T 

3.010 

97,040 

671.740 

9.000 

13,900 

130,100 

2.740.496 

13.096 

total 

1,314.600 

1 .170,000 

730. 172 

2.  S0«.  204 

missile  ANO  SPACE  systems 

NE  SEARCH 

CXPi^ORATORY  DEVELOPMENT 

other  DCvr  lOPmE -it 

MANAOeM,.NT  ANO  SUPPORT 

*3. 234 
130.007, 
2,930, 307 
303,  713 

i  30.092 

173.333 

2. 700.031 
394.003  ' 

27. 224 
270.002 

4. 164. 1 10 

1 14.601 

13,997 
321 . 627 
9.204,017 
40.342 

total 

3.003  021 

3,303.200 

4.003.207 

9,040,443 

ships 

' 

■ 

research 

EXPLORATORY  OtVEl  OPMENT 
other  DCvtLPRHCNt 

fMNAOCMCNT  ANO  SUPPORT 

•03.107 

20.910 

37. *90 

321,040 

30.403 

10,2T0 

00.  C,  2 

107,240 

06.403 

74.007 

73. 700 

10.214 

24'.  733 
191,072 
130.  33* 
1.772 

total 

200.420 

304,004 

293,4*4 

327,012 

TANK-AUTOMOTtVC 

RESEARCH 

ExElORATORV  OrvCLORMfNT 
other  development 

HAMMMENT  ANO  SUPPORT 

2.407 

7,470 

100.001 

47» 

*•* 

0.000 

130.204 

1.073 

1.041 

13.202 

140.200 

133 

total 

117.732 

110,000 

140,0*3 

100.204 

WCAIPOMS- 

RESEARCH 

exploratory  DCvELORMfRT 
•  other  OtVEtOPMENT 

manaoemcnt  AMO  SUPPORT 

3,021 

10. OPO 
2Ot.4U0 
'  40.200 

1.012 

30.000 

'  122,202 
AO.I^ 

1.016 

07,0*3 

132.470 

1*.01* 

3.300 

04.  104 
100.001 

1.41* 

'tots*. 

■ym 

It*.  MS 

tM.SM 

4«*.4a* 
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Table  A.  Research,  Development,  Test,  and  Evaluation 

(Concluded) 

(Amounts  in  Thousands  of  Dollars) 


PROCUREMENT  PROGRAM 

fiscal  VEAR 

1979 

1980 

1981 

198? 

AHnUNlTION 

RESEARCH 

EXPLORATORY  OEVELCPWE-RT 

OTHER  DEVELOPHENT 

MANAOCMENT  ANO  support 

21.129 

1 t . •)• 

M  4 . SS2 

2.  394 

IT,  f»r 

22. 920 
190.072 
2.690 

13,939 

19,514 

£59,290 

1 .047 

19,990 

16,  129, 

244 , 662 

1 .495 

■•■OTAL 

t 40, SOT 

20t , TOO 

292,676 

279,290 

ELEC’’AONICS  ANO  CONHUNICATION  COUIPHEN* 

RESEARCH 

exploratory  ocvelopheht 

OTHER  OCvELOPnENT 

HANAOCHCNT  ANO  SUPPORT 

99,940 

226 , 020 
1.490,67) 

112. 321 

or.  002 
2on,ooo 

l.iTT.tM 

1 13,090 

73; 91 9 
305.  2M 

2. 1 10,034 

•2.930 

76.699 
350. 662 
3.049.457 
57.076 

total 

1, ••2.900 

2,417,400 

2. 501 . oao 

3 . 534 , 093 

SCRVirCS 

RESEARCH 

exploratory  OevlLOP*<NT 

OTHER  OEVCLOPHEHT 

hanaochent.  ano  support 

393.003 

292.900 

9t«.911 

223.990 

472.000 
202,009 
903. TRO 

904,000 

470, 390 
249. 904 
947. 029 
209.429 

510,639 
169, 777 
,  576.752 
236.977 

total 

1 . 397. ^40 

T  ,909,  994 

1,474.447 

1 , 914. 149 

ALL  other 

RESCAtfCH 

CxPLO^ATOPY  OCvElOPWENT 
other  OEv€LOP«C.«^ 
hanaochent  ano  support 

A. 200 

19  990 

47.900 

4.249 

12.2T0 

27.344 

00.900 

12.470 

10,279 

33,379 

119.907 

13,027 

24.990 
39,037 
199.390 
19. 122 

total 

7».»M 

M9.990 

170,990 

244.539 

total 

■ 

RESEARCH 

exploratory  OCVELOPNENT 

OTHER  OEVCLOPHEHT 

hanaochent  ano  support 

301.920 
720. 1  79 

9.  329. 790 

1 .  MO.  192 

940.242 
909, 190 

•  .•19.793 
1.034. 191 

••4. 190 

1.091 , OTf 
0.233,4  79 

473. ••9 

•94.904 

1 . 299. 140 
12.939.914 
375  390 

total  »ot*c 


•  .044. MO 


•  .470,)M 


V0.4«0.704 


14. 400. 24« 


TABLE  B 


Net  Value  of  Prime  Contract  Awards 
Over  $10,000 

for  Other  Services  and  Construction, 
by  Service  Code  and  Description 
FY  1979,  1980,  1981,  and  1982 


Table  B.  Summary  of  Other  Services  and  Construction 

(Amounts  In  Thousands) 


SERVICE 

CODE 

FISCAL  YEAR  | 

DESCRIPTION 

1979 

1960 

1981 

1962 

F 

pmtuuac  rcsoukcks  nANAeencNT 

ie.«9« 

23,979 

19.916 

0 

SOCIAL  jlCRVICES 

^  1 .4M 

4.43« 

4,909 

3.397 

H 

OUAL'TY  CONIAOL.  TtSTINO  C  IHSAECTieU  SCWVICC 

M,497 

139. 109 

33.639 

113,709 

J 

NAINTCNAMCe.  MCAAIIt  (  IteOtilLOINO  OF  EOUIPnCNT 

2,9«3.S33 

3.993,340 

4,941.504 

R 

nOOIFICATION  OF  EOUIF««NT 

1  .  105.4M 

942.039 

999,949 

949,429 

t 

TECHNICAL  HE FNESENTAT 1 VE  SENVICE* 

•03.932 

•72,304 

394,299  - 

399. 299  1 

N 

OFCIMTION  OF  OeVEWOVNT  MMEO  FACILITY 

1 . 740.379 

I.C99.tS4 

2.210,749 

2,499.290  j 

N 

installation  of  EOUIFNENT 

32,003 

77.239 

249, 399 

220 . 294  1 

W 

SALVAOE  SENV1 CE 

7,322 

IS,3«0  ; 

1 3 , 399 

19.049 

Q 

HEOICAL  tEKVICE 

*  ? . 442 

19, 279 

39. 727 

292, 397 

n 

FNOFESS 1 ONAL .  TECMNICAt  S  NANAOEfleNT  SENVICES 

2.  M2,  *20 

3.134,293 

3, 269.023 

4. 799,410 

% 

.UTIvlTIES  «  HOUSEKFJF.MC  SCNVICES 

2  .  jM,490 

2.493,991 

2.392,739 

3,431 , 932 

T 

FNOTOONAFHIC.  NAFTINO.  FNINTINO  «  FUOLICATION  SVC 

03,093 

91,939 

109,992 

102, 104 

u 

TDAININO  SENVICES 

242. 791 

299.337 

•92.999 

391 . 747 

V 

tnansfontation  e  taavel 

•  13,  7*4 

1,333,913 

1 .177,919 

1 .•••,999 

w 

lease  on  NENTAL  of  EOUIFNENT 

41 1 . 70» 

439,437 

999,402 

719, 147 

R 

'  LEASE  ON  NENTAL  OF  FACILITIES 

31  7«3 

19,299 

49, 919 

77.499 

V 

constnuction  of  stnuctuncs  •  facilities 

3.  79#.673 

3,933,909 

4,931 ,399 

3.392.210 

Z 

NAINTCNANCE.  NCFAIN  ON  ALTENATION  OF  NEAL  FNONCNTY 

1  9W,«9« 

1.902, 1 19 

2.424, 199 

2.929,399 

T9T*l.  ■TMCM  SCOVlrCS  AnO  CONCTMuCTiON 


Table  B.  Other  Services  and  Construction 

(Amounts  in  Thousands) 


^CODE^  description 

1  FISCAL  YEAR 

1979 

1960 

1981 

1982 

F 

NATURAL  RCSOpRCES  HANAOCHCNT 

Foot 

AERIAL  fertilization  -  SFRAri NO 

39 

30 

206 

240 

Fooa 

AERIAL  SEEDING 

MA 

12 

0 

0 

F003 

FOREST < range  fire  SUPPRESSION 

2S 

447 

979 

724 

F005 

FOREST  TREE  PLANTING 

44 

192 

191 

99 

F006 

LANO  TPEATHENT  PRACTICES  -  PLOWING  ETC 

974 

440 

4,917 

4.041 

FOOT 

RANGE  SEEDING  <  GROUNO  EQUIPHENT 

30 

0 

44 

0 

FOC0 

RECREATiON  SITE  HA  1 NTENANCE 'NON-CONSTR 

1S3 

49S 

2.097 

2,490 

FOOS 

SEED  COLLECTION-PROOUCTION 

NA 

1 .  144 

0 

0 

FOlO 

SEEDLING  PRODUCT  ION -TRANSPLANT  I  NO 

NA 

25 

77 

FOt  1 

SURFACE  HININO  RECL AHAT 1 ON/NON-CONSTR 

0 

0 

0 

F012 

SURVEY  LINE  CLEARING 

2S0 

44 

49 

F014 

TREE  THINNING 

S02 

209 

141 

F015 

WELL  DRILLING  -  EXPLORATORY 

249 

144 

94D 

F01S 

OTHER  RANGE  -  FOREST  I  HP»>OVeHENT  /  NON  -CONST 

74 

0 

2'.2 

F0t9 

OTHER  WILDLIFE  HANAOENENT 

3.  443 

2.2S1 

2,497 

3  J73 

F099 

other  natural  RESOURCES  MANAGEnCNT 

22.433 

S,447 

11,430 

(.204 

F 

TOTAL  NATURAL  RESOURCES  HA.’^OENeNT 

32,S74 

14,490 

23.479 

14. 414 

0 

SOCIAL  SERVICES 

' 

ooot 

CARE  OF  REMAINS  ANO/OR  FUNERAL  SEr/iCES 

1M 

tS7 

424 

44 

0002 

CHAPLAIN  SERVICES 

191 

ISO 

277 

344 

0003 

recreational  services 

304 

274 

194 

40« 

0004 

REHASILITATION  -  SOCIAL 

247 

2.0S7 

2,094 

350 

0C99 

other  social  services 

931 

1.741 

1.795 

•2. 143 

0 

TOTAL  SOCIAL  SERVtCES 

1,434 

4,49S 

4,909 

3,S57 

H 

quality  control,  testing  4  inspection  service 

! 

HI  10 

quality  control  sv/weapons 

921 

731 

•39 

0 

HI  1  1 

Quality  control  sv/nuclEar  ordnance 

NA 

30 

0 

0 

Hita 

Quality  control  sv/fire  control  equip 

NA 

NA 

12 

0 

Mt  14 

quality  control  sv/ouidcd  missiles 

404 

721 

249 

4,499 

Mile 

quality  control  sv/aircraft 

34 

Q 

0 

0 

HI  10 

quality  control  sv/space  vehicles 

NA 

390 

134 

0 

Hi  If 

quality  control  sv/ships-sml  craft-occrs 

297 

142 

0 

90.  444 

HI  20 

quality  control  sv/marine  equip 

NA 

14 

0 

13 

HI  22 

quality  control  SV/RAIcWAV  CO«ilP 

4S 

0 

It 

0 

Ml  23 

quality  control  sv/vchicles-trailers-cvc 

NA 

NA 

29 

0 

H12f 

quality  control  SV/ENGINES  4  TURltNES 

NA 

NA 

NA 

M 

H131 

quality  control  SV/SEARINQS 

NA 

NA 

NA 

21 

h;40 

quality  control  SV/RONE*CASt€*CNAIN 

NA 

NA 

1  1 

42 

H142 

quality  control  sv/fire  rescue -safety  eq 

NA 

NA 

•9t 

0 

Hue 

quality  control  sv/p* uhsing-heating  eo 

NR 

17 

0 

0 

HI  92 

quality  control  sv/mcasuring  tools 

NA 

74 

0 

0 

Miff 

ouAtitv  ce;iTKQL  sv/connuMi CATION  couiP 

47 

101 

1.432 

443 

H19f 

QUALITY  control  SV/CLECTR| CAL -CLCT  EQUIP 

400 

14 

•M 

>  0 

Hlf9 

quality  control  SV/MCO'CAL  4  DENTAL  EQ 

NA 

NA 

NA 

20 

HIM 

.QUALITY  CONTROL  SV/ CHEMICAL  PRODUCES 

NA 

31 

0 

0 

Ml  70 

QUALITY  CONTROL  SV/AQR  EQUIP  4  SUPPLIES 

NA 

NA 

1.140 

2.279 

Mifl 

quality  CONTROL  SV/FUCLS-LU6RI CANTS-OlLf 

SO 

17 

0 

50 

HIM 

.QUALITY  CONTROL  SV/MfTAL  GARS  4  SHEETS 

NA 

NA 

NA 

5M 

HIM 

quality  CONTROL  SV/Mf SCfLLANEOUS  EQUIP 

NA 

NA 

20 

334 

Ml 

TOTAL  quality  CONTROL  SERVICES 

l.flO 

2,290 

3,733 

41,44l~' 

NtIO 

EQUIP  TEST I  NO  SVCS/WCAPONO 

17 

1.214 

1,333 

14.014 

M21t 

EQUIP  TEST! NO  fVCS/FIRC  CONTROL  EQUIP 

310 

4.303 

3,343 

447 

M213 

EQUIP  TESTING  SVCS/ANNO  4  CXPLOflVCS 

Cso 

230 

130 

3.342 

M214 

couip  tc$tino  svct/ouioco  nissii.cs 

77. 100 

M.002 

2.430 

900 

Mtif 

EQUIP  TCSrtNO  SVCS/A*RCRAFT 

340 

1,030 

37 

114 

Htif 

EQUIP  TSSTINO  SVet/AtRCRAFT  CONPONCNTf 

•OM 

107 

33 

n? 

Ht17 

EQUIP  TCST'NO  SVCt/AIRCRAf T  QROUNO  EQUIP 

44 1 

til 

0 

0 

H<l* 

COUIP  TCSTINO  SVCS/SnlPS-SM.  CPArT-OeCKM 

NA 

0 

CM 

M3 

HttO 

COUIP  TCSTINO  SVCS/MARINC  EQUIP 

190 

IM 

1  1 

707 

Mf23 

EQUIP  TCSTINO  SVCS/VEHI  CLCS- TRAI '..CRO'CYC 

470 

BM 

7t1 

340 

Mttf 

COUIP  TCSTINO  SVCS/TIRCS  4  TUOCS 

to 

0 

to 

-to 

Mttf 

COUIP  TCSTINO  SVCf/CNOINCS  4  TUROINCO 

40 

0 

30 

000 

MtfO 

COUIP  TCSTINO  SVCS/MCCM  POWER  ▼RAN#  CO 

NA 

NA 

10 

0 

HtM 

COUIP  TCCTINO  SVCS/nCTALWOKK  nSCHInCMV 

40 

M 

0 

0 

1« 


Table  B.  Other  Services  and  Construction 
(Continued) 

(Amounts  in  Thousands) 


SERVICE 

CODE 


H 

H240 

H242 

H243 

HS45 

H24« 

H247 

H24« 

H24ft 

H252 

H294 

H2M 

H29« 

H299 

M2«t 

H2e3 

H2C9 

M267 

H270 

‘1281 

H284 

M2«t 

H2»« 

K288 

H298 

H289 

H2 


MS)  3 
H3i  4 
H315 
H3t8 
)  31  7 
H3t9 
H320 
H3^2 
.1323 
M329 
H32a 
H328 
H332 
H338 
H338 
Hn38 
M340 
H34I 
H342 
M343 
H344 
M349 
H348 
M348 
H348 
M392 
H384 
H3M 
H389 
H38t 
H386 
M389 
H370 
M3  78 
M378 
M381 
M38t 
M381 
M388 

M3 


DESCRIPTION 


quality  CONTWl..  TEST!  MO  «  INSPECTION  SERVICE 

EQUIP  TES'flNO  SVCS/INOUSTRIAL  MACHINEPY 
^QwIP  TESTING  SVCS^CONSTPuCTtON  EQUIP 

EQut»  testing  svcs ^ pope 'Caole  chain 

EQU'P  IESTINO  SVCS^FtRE-RESCUE'SAPETY  EO 
EQUIP  TESTING  SVCS/PUMPS  8  COMPRESSORS 
EQUIP  TESTIM3  SVCS ^PLUt«l NO'HEAT I  NO  EQ 

EQUIP  tcstino  svcs/water  purification  CQ 
EQUIP  testing  SVCS^PIPC- rjGING'HOSE 
EQUIP  TES'^INO  SVCS/VALVES 
EQUIP  TCSTINO  SVCS/NAINTENANCC  SHOP  CO 
EQUIP  TESTING  SVCS/NEASUP  I  NO  TO^S 
EQUIP  TESTING  SVCS/»RCFAO  STRUCTURES 
EQUIP  TCSTINO  SVCS/CONSTRUCTION  NATCRIAL 
EQUIP  TESTING  SVCS/CONHUNI CAT  I  ON  EQUIP 
EQUIP  TESTING  SVCS/ELfCTRICAL-CLCT  EQUIP 
EQUIP  TESTING  SVCS/POWCR  OISTRIBUTtON  EQ 
EQUIP  TESTING  SVCS/AL1RP  A  SIGNAL  SVSTEN 
EQUIP  TESTING  SVCS/MEOfCAL  8  DENTAL  CO 
CQUtP  testing  SVCSMNSTRunCNTS  8  LAS  EQ 
EQUIP  TCSTINO  SVCS/PHOTOORAPHt C  EQUIP 
EQUIP  tcstino  nvCS/ chemical  PRODUCTS 
EQUIP  TESTING  SVCS/AOP  EQUIP  8  SUPPLIES 
EQUIP  TESTING  SVCS  BRUSHCS'PAINTS-SEALCR 
EQUIP  TCSTINO  SVCS/CON1 Al NCRS* PACKAOl NO 
■  EQUIP  TESTING  SVCS/ CLOTH! NO  -  I  NO  I VI 0  CO 
EQUIP  TESTING  SVCS/FUELS-LUSRI CANTS'Ot LS 
EOUIN  TESTING  SVCS/NONMCTAL I C  CRUOF  NAT 
EQUIP  TESTIN9  SVCS/METAL  BARS  8  SHEETS 
EQUIP  TESTING  5VCS/0«>C^  8  MINERALS 
EQUIP  TESTING  AVCS/;t|  SCCLLANCOUS  EQUIP 

total  equipment  8  MAT  RIALS  TESTING 


INSPECTION 
I NSPECT I  ON 

inspection 

INSPECTION 

Inspection 

INSPECTION 

INSPECTION 

INFLECTION 

INSPECTION 

INSPECTION 

INSPECTION 

INSPECTION 

inspection 

INSPECTION 
INSPECTION 
INSPECTION 
INSPECTION 
INSPECTION 
INSPECTION 
INSPrCT.ON 
I NSPECT I OM 
INSPECTION 
inspection 

INSPECT I  ON 
INSPECTION 
INSPECTION 
INSPECTIOit 

inspection 

INSPECTION 
l»^PECT  ON 
INSPECTION 

inspection 

INSPECTION 

inspection 

INSPECTION 

inspection 

Inspection 

inspection 

inspection 


SERVICE 'AMMO  4  EXPLOSIVES 
SERVICE/ GUI  DEO  MISSMES 
SERVICE/AIRCRAFT 
SERVtCE/AIRCRAFT  COMPONENTS 
SERVICE 'AIRCRAFT  QROUNO  EQUIP 
SERVICE/SMIPS'SML  CRAFT-OOCFS 
SEiTVlCE/MARlNC  EQUIP 
service/railwav  equip 
SERV I CE/ VEH 1 CLCS • TRA I LCRS  *070 
SERI' ICE /VEHICULAR  EQUIP. 

SERV ICE ^engines  8  TURGINES 
SEr?VICE'ENO!NE  ACCESSORIES 
SERVICE /WOODWORKING  MACHIKCRT 
SERVICP/INOJSTRIAL  MACKiNE^V 

service/construction  equip 

SrRViCt/MATERI ALS  HANDLING  CG 
9'RV I CE/ ROPE ' C;DL C • CHA I N 
SERVICF/RCFRIGCRA^iON  AC  CO’ 
SCRVICe/FlRE'RfSCUC-SAFCTV  EO 
SCRVICE/PUM*S  8  COMPRESSORS 
SERL'ICE/FURNACC-NUCLEAR  REAC 
SCRVICC/PLUMGINQ-HCATINO,  eg 
SCRVrCC/WATER  PURIFICATION  FO 
SERVICE/ VALVES 
SERVICE /maintenance  SHOP  EO 
SFRVICE/MlASURtNO  TOOLS 
SERVfCC/PRCFAG  STRUCTURES 
SCRVICE^COMMUNI 7ATION  EQUIP 

scrvicc/electrical-elct  equip 
scR*/:cc/PoweR  oistrisution  cq 
service/meoical  s  dental  cq 

SERVICE/ TRAINING  A IQS -DEV I CCS 
SERVICC^AOP  EQUIP  S  SUPPLIES 
SCRVICC/OFFICC  SUPPLIES 
SCRVICC/CLEANING  EQUIP 
SERV I CC/ CONT A t KERS ' PACKAGi NG 
SERV I CE /SUGSI STfNCC 
SCRVICC/FUCLS-LUGRICANTS-DIlS 
SERVICC/MISCCLLANEOUS  EQUIP  . 


4 


FISCAL  YEAR 


979 

1980 

1981 

NA. 

N* 

3t 

NA 

18 

23 

.  0 

NA 

41 

1S4 

t70 

NA 

NA 

NA 

25 

SO 

0 

0 

35 

5S 

149 

St 

0 

0 

NA 

tG  . 

t7 

NA 

NA 

NA 

NA 

1  .SIS 

2.445 

2,S42 

t.5S5 

3S 

152 

NA 

NA 

NA 

•0 

2SS 

302 

NA 

NA 

NA 

NA 

352 

425 

434 

557 

NA 

24 

0 

NA 

50 

0 

NA 

NA 

NA 

225 

49t 

1,3S9 

NA 

NA 

14 

NA 

39 

29 

NA 

19 

0 

1  1  1 

1.075 

2.047 

S4.SI5 

104 

HlH 

■H 

23 

310 

30 

NA 

12 

S9 

549 

NA 

NA 

NA 

NA 

NA 

NA 

NA 

795 

300 

NA 

12 

0 

38 

2>2 

37 

35 

0 

0 

NA 

NA 

113 

NA 

93 

0 

NA 

NA 

24 

14 

0 

20 

NA 

NA 

59 

NA 

93A 

373 

NA 

143 

109 

0 

103 

TOT 

NA 

0 

NA 

NA 

105 

NA 

NA 

77 

2S 

0 

0 

NA 

»5 

0 

NA 

NA 

.  MR 

NA 

9.  lAT 

265 

90 

19 

425 

NA 

'  95 

.  0 

NA 

n 

0 

NA 

90 

0 

15 

0 

0 

NA 

If 

0 

NA 

14 

0 

NA 

NA 

NA 

14 

0 

NA 

NA 

SI 

t,  ISO 

10,  ISO 


TOTAI,  INtrCCTION  MAY  I  CIS 


S.TOS 


Table  B.  Other  Services  and  Construction 
(Continued) 

(Amounts  in  Thousands) 


SERVICE 

FISCAL  YEAH 

CODE 

UcocnirKUN 

1979 

1980 

1981 

1982 

K 1 SCtLLANtOOS  TEST! NO  ANO  INS»"CT:nN  SVC 

1 1 , 039 

9,919 

9,234 

20  017 

N 

TOTAu  QUALITY  CONTROL,  TESTING  «  INSPECT tCH  SERVICE  99,457 

139, 105 

33,696 

1 13. 706 

J 

J010 

HAINTENANCC.  REPAIR 

NAINT'REPAIR  Of 

9  PERU  1 1.0  INd  Of  COOtPPCNT 

CQ/ WEAPONS 

7.423 

99,991 

41.099 

34,395 

J01  1 

naint-repair 

Of 

eO/NUCLEAR  ORDNANCE 

23 

149 

152 

16.020 

J012 

NAi  »<T-REPAI  R 

Of 

EQ/fIRC  CONTROL  EQUIP 

19,594 

19,409 

39,099 

90,972 

J013 

HA  1  NT -PE ''AIR 

Of 

eo^APPO  9  explosives 

S1 1 

1,122 

1 .910 

2,292 

J0 14 

PA (NT -REPAIR 

Of 

EQ/QUIOEO  PISSIlES 

6C,6S* 

194,012 

230,079 

366 , 034 

J01S 

HA INT- REPAIR 

Of 

ro/ AIRCRAFT 

.  919,049 

637, 100 

921 .927 

1.331.793 

JOtS 

HAINT-RCPAIR 

Of 

eQ'At7CRAFT  COMPONENTS 

79,399 

195,493 

294 , 763 

197. 192 

J017 

HAINT-REPAIR 

Of 

EO/AIRCRAFT  QROUNO  EQUIP 

9,494 

4.357 

9,561 

19,144 

jOlB 

HA  i:4T- REPAIR 

Of 

EQ/SPACE  VEHICLES 

1,419 

1,970 

2,299 

2,900 

JOtt 

HA  1  NT  - REPA 1 P 

Of 

EO/$HlfS-SPL  CRAFT-OOCKS 

999,393 

1,010,990 

1. 192.432 

1 , 374 , 24 1 

J020 

HA INT -REPAIR 

-F 

EO/HARINS  EQUIP 

90,493 

29,499 

22,979 

19,044 

J022 

HAJNT-REPAIR 

iif 

eq/Railway  equip 

2.409 

9.  13S 

3,094 

9,025 

J023 

PAINT-REPAIR 

Of 

EQ/VEKI CLES- TRAiLCRS-CYC 

9,  121 

14. 704 

31 .299 

.  49,999 

J024 

PAINT -REPAIR 

Of 

cq/tractors 

1  17 

909 

1 . 994 

2,274 

.1029  . 

PAINT-REPAIR 

or 

EC  VEHICULAR  EQUIP 

1 .097 

1 , 909 

3,970 

4.427 

J029 

paint-repair 

Of 

£0/ TIRES  A  TU9ES 

3,000 

1 . 794 

2.049 

2.  199 

J028 

PA  INT -REPAIR 

Of 

CQ/ENOINES  9  TUR9INCS 

91 . 194 

96.  790 

1 69 . 969 

390, 190 

J029 

HAINT-REPAIR 

0^ 

CQ^ENOINC  ACCESSORIES 

9,096 

19. 737 

16. 227 

22.799 

.1030 

haint-repair 

Of 

CQ/HCCh  power  TRANS  CQ 

940  - 

1,223 

1,316 

21,342 

J031 

PA INT -REPAIR 

Of 

CQ/OEARf NOS 

19T- 

151 

133 

219 

J032 

paint-repair 

Of 

EQ/WOOOWORKINO  PACHINCRY 

12 

,  0 
9.473 

0 

42 

J034 

paint  rlpair 

Of 

CQ/HCTALWORK  PACHINCRY 

9,  707 

9.964 

9.339 

J039 

paint-repair 

Of 

fq/SERVICC  t  trade  equip 

2,929 

96 

363 

ssa 

J038 

PA INT -repair 

Of 

CQ/INCUSTRIA'  PACHINCRY 

3,399 

19,392 

3,496 

27,392 

J037 

paint-repair 

Of 

CO 'AGRICULTURE  PACHINCRY 

too 

30 

99 

0 

J03e 

PAINT-PEPAIR 

Of 

eo^  CONSTRUCTION,  EQUIP 

2,999 

9.296 

4,F22 

2,990 

4C30 

HAINT>REPA|R 

Of 

CQ/PATCRIAL$  HANDLING  CO 

7.939 

6,023 

13,699 

12.460 

J040 

PAINT-RCPAIR 

Of 

SO/ ROPE  - C AOLC -CHAIN 

NA 

122 

290 

4,292 

J041 

PAINT-RE'^AIR 

Of 

CO/RffPIGCRATION  •  AC  CQ 

9.997 

13.992 

13,993 

•  .40S 

J042 

HAINT-REPAIR 

Of 

CQ/ Ft  RE -RESCUE -SAFETY  EO 

999 

1,337 

2.339 

3.972 

J043 

-  PAINT-REPAIR 

Of 

CO- PUHPS  4  COMPRESSORS 

4.111 

12,964 

7.299 

9.523 

J044 

naint  repair 

Of 

CQ^fURNACC-NUCLLAR  RCAC 

1.649 

661 

3,040 

999 

4049 

PAINT-REPAIR 

Of 

EQ/PLUM9.NC  HEATING  CO 

3,299 

9,  173 

4,341 

9,999 

4049 

haint-rcpair 

Of 

EQ/WArcR  PuR!FiCATION  CQ 

424 

•  2^900 

1 , 003 

290 

4047 

HAINT-REPAIR 

Of 

EQ/P I  PC - TU9 1 NG - HOSE 

473 

969 

2,990 

4.279 

4049 

HAINT-REPAiP 

Of 

CO/VALVCS 

709 

1,293 

1,269 

1,994 

4049 

HAINT-REPAIR 

Of 

SQ/PAINTrNVT-C  SHOP  EO 

39.991 

29,291  ' 

32,931 

27.922 

4091 

HAINT-REPAIR 

Of 

CO/ HAND  700.9 

19 

240 

29 

24 

4092 

haint-repair 

Of 

CQ^HEASuRiNO  TOOLS 

1 ,432 

994 

170 

794 

4099 

haint-repair 

Of 

CQ/HiPOWARE  4  ABRASIVES 

49 

0 

39 

198 

4094 

'  HAINT-REPAIR 

Of 

C0/PRCfA9  STRUCTURES 

1,409 

349 

91 1 

292 

4099 

HAINT-RCPAIR 

Of 

EQ/CONS^RUCT ION  PATCR'AL 

1 .932 

344 

240  ' 

692 

4099 

HAINT-REPAIR 

Of 

eo/cenmmiCATioN  eouir 

140.020 

199,749 

293, 179 

319, 160 

'  4099 

HAINT-RCPAIR 

Of 

EO'CLfCTRICAL-CLCT  EOU  P 

117.324 

139.299 

140.999 

199.413 

4091 

PAINT-RCfAIR 

Of 

EQ/POWCR  OISTRIBuriON  EO 

4,900 

7.0C9 

9.199 

3.996 

4092 

HAINT-RCPAIR 

Of 

CQ^LIOmTINQ  fixtures 

939 

340 

129 

90 

4094 

PAINT-RCPAIR 

Of 

eO/ALARP  4  signal  systep 

1.499 

1.499 

2.909 

2,626 

4099 

PAINT-RCPAfR 

Of 

CQ/PTOICAL  4  dental  CO 

.1.414 

1,991 

3.970 

9,260> 

4099 

PAINT-RCPAIR 

0» 

CO/INSIRUMCNTS  €  LA9  (0 

30.000 

36,062 

99,901 

97,929 

4097 

PAINT-RCPAIR 

C0/PH0109RAPM1C  COU*P 

1.172 

1.407 

1  .  149 

1,977 

4099 

PAINTtPCPAIR 

or 

cq/chcpical  products 

•31 

64 

0 

0 

4099 

PAINT-REPAIR 

or 

C0/TRA(N>NB  AI0S-0CVICC9 

.  4.192 

7,999 

4,997 

9.479 

4070 

PAINT-RCPAIR 

or 

EO/AOP  fOUIP  9  SUPPLIES 

102.939 

139.029 

ISl.tM 

194,470 

4071 

PAINT-RCPAIR 

or 

CQ/fLRNi TURC 

3.929 

3,737 

4,429 

3.709 

4072 

,  PAINT-RCPAIR' 

Of 

cd/MOouMOLO  ruMNisMiNa* 

7,937 

11,224 

13,273 

14,009 

4079 

PAINT-RCPAIR 

or 

CO/ POOL  PRCP-SCRVIN9  CO 

309 

414 

991 

2.207 

'  4074 

PAINT-RCPAIR 

or 

EQ/OffICC  PACHINCS 

10.730 

13,992 

19.949 

21,148 

4079 

PAINT-RCPAIR 

or 

CO/OfFICC  SUPPLIES 

1.  139 

SI 

'  239 

997 

4079 

PAINT-RCPAIR 

or 

EO/ BOOKS  •  PAM  -  PUSS 

ISO 

707 

191 

240 

4077 

PAINT-RCPAIR 

or 

CQ/PUSICAL  inet-raoio-tv 

21 

241 

49 

.  229 

J07« 

PAINT-RCPAIR 

or 

EO/RCCRCATIONAL  equip 

149 

144 

IM 

434 

4079 

PAINT-RCPAIR 

Of 

EO/ CLEAN *N9  EOU IP 

9S 

204 

109 

44 

4090 

PAINT-RCPAIR 

Of 

ea/»i«u«Hc*-r«iNT«  »CA;.e« 

93 

92 

147 

33 

4091 

PAINT-RCPAIR 

Of 

CO/CONTAi  NCPS '  PACK  AG  i  •lO 

3.929 

1 . 398 

.  2.290 

799 

4099 

PAINT-RCPAIR 

or 

EO/  TEAT  1  LES  -  leather  •  f  UrtS 

12 

'•? 

911 

947 

4094 

PAINT-RCPAIP 

Of 

EO/CLOTHINO  -  INOIVIO  CO 

294 

210 

77 

99 

JOM 

PAINT-RCPAIR 

Of 

co/sussisrcNCC 

NA 

NA 

too 

0 

4091 

PAINT-RCPAIR 

Of 

CO/fUCLS-LUBRICANTS-eSLS 

•99 

0 

99 

1,330 

4999 

PAiNT  RCPAIR 

Of 

CO/NO’MTALIC  fAS  HAT 

92 

.99 

0 

0 

4094 

PAINT-RCPAIR 

Of 

CO/HOWIPTAL  1C  CRUDE  PAT 

20 

0 

0 

0 

JOM 

PAINT-rCPAlR 

Of 

CO/PC TAL  bars  9  9NCCrs 

30 

'  1 . 492 

1,333 

990. 

JOM 

PAINT-RCPAIR 

Of 

eo/o«c»  «  n-p««AL« 

NA 

29 

19 

0 

Table  B.  Other  Services  and  Construction 
(Continued) 

(Amounts  in  Thousands) 


SERVICE 

CODE 


DESCRIPTION 


FISCAL  YEAR 


1979 


1980 


1981 


1982 


.J  MA i .  REPAIR  «  REBUILDING  OF  EOUI'^MliNT 

J099  Nmipt-repai.'^  or  eo/^i-scellancous  equip 

J  '^OTAL  HAiNTENANCe.  REPAIR  A  REBUII.OING  OF  EOiMPHEtil' 

K  riOOl  FI  CATION  or  EOUIPflENT 


K0*0 

NOOI*^:CAi‘ION 

OF 

EQ. WEAPONS 

1 15.404 

9.929 

22.910 

19. 719 

K012 

nOOI^iCATION 

OF 

EQ/FIRE  CONTROL  EQUIP 

31.467 

9.020 

9.409 

797 

KOI  3 

N001F1CAT10N 

OF 

EO/AHHO  e  EXPLOSIVES 

596 

13 

36 

41 

F014 

noot FI  CATION 

OF 

EQ/3U!0C0  missiles 

96.767 

96.616 

64.735 

59. 324 

K015 

MOOiFlCATlON 

OF 

EQ/ AIRCRAFT 

369.096 

331 . 366 

343.477 

316. 324 

K016 

rSOlFlCATiON 

OF 

EO/AIRCRAFT  COMPONENTS 

36.162 

27.  734 

49. 193 

23.603 

Kbl7 

nOOlFICATION 

OF 

EG/ AIRCRAFT  QROUNO  EQUIP 

19 

1  1 . 233 

:  ,264 

1 .966 

KO*  6 

nOOiF’.CATlOH 

OF 

EO/SPACE  SfEHICLcS 

41,746 

>  73.416 

0 

•440 

K019 

wool  FI  CATION 

OF 

EO'SMIPS'SHL  CPAFT-OOCKS 

49,962 

1  50,039 

114,662 

205,782 

K020 

NOO!FtCArtO»! 

OF 

EG/HARINC  EQUIP 

9.466 

>  1 , *  29 

1 . 225 

924 

K022 

nooiricATiON 

OF 

EO.  RAILWAY  EQUIP 

916 

65 

-12 

439 

K023 

HCOIFICATION 

OF 

EC/ VEH 1  CLES  •  1 RA I ».  CRS  •  CYC 

74,762 

69.  363 

72,769 

26.251 

K024 

HOOIFICATION 

OF 

eb/ TRACTORS 

40 

a 

0 

31 

K029 

ItlOlFlCATION 

OF 

EQ/VEHICULAR  EQUIP 

602 

133 

0 

614 

K026 

nOOIFiCATlON 

OF 

EQ/ TIRES  4  TUC.es 

NA 

NA 

164 

0 

K026 

MODIFICATION 

OF 

EC/ENOINES  A  '•’URBINES 

9.620 

16.632 

24 , 394 

33. 275 

<029 

HOOIFICATION 

OF 

EQ/ ENGINE  ACCESSORIES 

33 

33 

2,046 

0 

K030 

MODI '1  CAT  I  ON 

OF 

EQ/HECH  POWER  TRANS  EO 

933 

90 

391 

599 

K031 

MODIFICATION 

OF 

CO/eCARINOS 

•1* 

0 

0 

0 

K034 

nOOIFICATtOK 

OF 

CO'HETALweRT  HACHtNCR*^ 

1.436 

2.784 

1 .979 

-471 

K039 

MODIFICATION 

OF 

CQ/SERV<CE  6  TRADE  EQUIP 

46 

0 

31 

0 

K036 

HOOIFICATION 

OF 

EQMNOUSTRIAL  MACHINERY 

367 

0 

273 

129 

K036 

MODIFICATION 

OF 

EQ/CONSTRUCTION  EQUIP 

2,  790 

6.  31 1 

7.01  1 

4,969 

K039 

HOOIFICATION 

OF 

EQ/MATERIALS  HANOLINO  £0 

1.991 

1  167 

323 

217 

K041 

MODIFICATION 

OF 

EQ/KEFRlOERATtON  -  AC  CO 

1.039 

163 

71 

662 

K042 

HOOtFlCATION 

OF 

eO/FIRe-K^QCUc'SAFETY  EO 

7.726 

9,657 

6.  904 

7,750 

K043 

MODIFICATION 

OF 

EO/ PUMPS  «  COHPAESSORS 

1.426 

134 

134 

103 

K044 

MODIFICATION 

OF 

EQ/FOrNACE'NUClfAR  RCAC 

110 

106 

37 

461 

K045 

HOO.FlCATiON 

OF 

tO/PLUHeiMO-HCATlNO  EO 

19 

319 

•29 

230 

K046 

nOCIFICATfCN 

OF 

EQ/WATER  PURIFICATION  €0 

16 

0 

90 

0 

K046 

HOOiriCATIOfl 

OF 

CO/VALVeS 

289 

36 

127 

16 

K&49 

HOOIFICATION 

OF 

EQ/H.‘INTCNAPCE  OMOP  EO 

912 

1,436 

140 

‘162 

KC52 

HOOIFICATION 

OF 

EQ/NEASURIMG  TOOLS  ' 

NA 

32 

0 

0 

K093 

HOOIFICATION 

OF 

^O/HAROWARC  C  ASRASIVES 

67 

79 

0 

0 

K054 

HQO|FICAT}Or« 

OF 

E0/PREFA6  STRUCTURES 

409 

100 

171 

112 

K096 

HOOIFICATION 

OF 

CO/CCN$TRUCriON  MATERIAL 

NA 

19 

22 

173 

K09e  ' 

HOOIFICATION 

OF 

FQ/ COMMUNICATION  EQUIP 

96,619 

123.7C9 

66,186 

11 2, 229 

K099 

HOOIFICATION 

OF 

eo/electrical-elct  equip 

140.466 

111. 363 

49,632 

49, 904 

K061 

HOOIFICATIOIV 

or 

eO/POWCR  DISTRIBUTION  EO  ' 

196 

209 

567 

3.  702 

K063 

HOOIFICATION 

OF 

EO/ALARH  8  SIGNAL  SYSTEM 

1 .  141 

909 

24 

16 

K069 

HOOIFICATION 

OF 

EO/MEOICAL  <  DCNTA:  EO 

26 

401 

in  1 

0 

K066 

HOOIFICATION 

OF 

EQ/ INSTRUMENTS  6  LAB  EO 

42. 769 

14.499 

3.731 

6.964 

K067 

HOOIFICATION 

OF 

EO.  PKSroORAPHiC  EQUIP 

2.361 

40 

92 

84 

K068 

HOOIFlCATIOi^ 

OF 

eo'/chchical  products 

NA 

NA- 

•21 

0 

K069 

HOO’FICATION 

OF 

EO^TRAININQ  AlOS'OeviCeS 

291 

499  • 

3.  732 

6,002 

K070 

HeDl'lCA.TlO''1 

OF 

CQ/ACP  EQUIP  6  SUPPLIES 

6.943 

2.660 

17,617 

20,834 

K07I  ' 

HCO*FICATION 

OF 

CQ/ruPMI TORE 

rZ9 

1 1 

0 

0 

K072 

HOOlFICATiON 

OF 

EO/HCUSEHOcn  FURNISHINGS 

11 

0 

10 

0 

K073 

HOOIF'CATION 

OF 

Eo/Foeb  rrer-serviko  eo 

NA 

NA  -  ' 

14 

6 

K074 

•1001  FI  CAT  ION 

OF 

EO/OFFICE  MACHINES 

39 

0 

143 

33 

F077 

HOOIFICATION 

OF 

eO/rK«SlCAL  INST-RAOIO'TV  I 

NA 

NA 

NA 

16 

R076 

HOOIFICATION 

OF 

EO/RECREATIMNAL  EQUIP 

NA 

NA 

NA 

16 

K064 

HOOIFICATION 

OF 

eO/CLOTHINQ  *  INOIVIO  EO  ! 

71 

94 

90 

1 1 1 

K091 

HOOIFICATION 

or 

EO  ^FUCLS*LUBR| CANTS>OtLS 

24 

0 

0 

0 

K093 

HOOIFICATION 

OF 

EO/NONMCTALIC  FA6  HAT 

209 

14 

0 

0 

K099 

.  HOOIFICATION 

OF 

CO/MFTAL  8ARS  C  SHEETS 

49  ' 

14 

7* 

61 

K099 

HOOIFICATION 

OF 

E0/HISCCLLANC0U6  EQUIP 

9.649 

1.302 

1.649 

1 . 767 

k 

TOTAi.  HOOlFtCAT 

>0N  OF  eoUlPMCNT 

1.109.499 

942.099 

669,646 

649.429 

TtCHMICAL  rtPpfKCBCNTATIve  SCRVICCB 


L010 

TECH 

REP 

LO1 1 

TECN 

REP 

L013 

TECH 

REP 

L013 

TECH 

REP 

L014 

TfCM 

REi' 

50. ABO 
2. 3S0. 95S 

s  s  s  s  cc  s  sa 


119.669 

2.993.933 

saa«s»sa« 


63.966 


3.653.540 

3««srsss3 


C.202 

960 

3.209 

340 

16R.969 


19.229 

21 

20.602 
1 . 070 
160.620 


9.  397 
0 

2.012 

4.210 

193.647 


38.464 
4.841. 504 

3SSCSSSSS 


12.366 

0 

6.069 

1 .664 


126.472 


Table  B:  Other  Services  and  Construction 
(Continued) 

(Amounts  in  Thousands) 


1979 

1980 

L 

TECHNICAL  NrPRESENTATI 

rVE  SERVICES 

L0i9 

TECH 

N6P 

SERVICES 

/AIRCRAFT 

92. 032 

64,549 

L016 

▼ECH 

REP 

SERVICES 

/aircraft  COMPONENTS 

34.C26 

39, 190 

L017 

TECH 

RE*» 

SERVICES 

/AIRCRAFT  OROUNO  EQUIP 

2.213 

960 

L016 

tech 

REP 

SERVICES 

/SPACE  VEHICLES 

3^, 334 

76 , 300 

L019 

•^ECM 

REP 

SERVICES 

/SHIPS-Sf»L  CHAFT-POCKS 

•19,523 

120,629 

L020 

TECH 

REP 

SERVICES 

/MARINE  EQUIP 

26. 330 

26.767 

L022 

TECH 

RE» 

SERVICES 

/RAILWA''  EQUIP 

60 

92 

L023 

TECH 

REP 

SERV 1 CES 

/vehicles-trailers-cyc 

32 

0 

L029 

•ECH 

REP 

SERVICES 

/vehicular  equip 

73 

0 

1.026 

TECH 

REP 

SERVICES 

/ENGINES  A  TURBINES 

10,611 

1 1 . 293 

L029 

TECH 

REP 

SERV 1 CES 

^ENGINE  ACCESSORIES 

4S3 

1,237 

L030 

TECH 

REP 

SERVICES 

/MCCfl  PCWCR  TRANS  EO 

NA 

329 

L031 

TECH 

REP 

SERVICES 

/BEARINGS 

NA 

NA 

LC32 

TECH 

REP 

SERVICES 

/WOODWORKING  machinery 

29 

0 

.034 

TECH 

REP 

SERVICES 

/metalwork  MACHINEPY 

NA 

19 

L03S 

TECH 

REP 

SERVICES 

/SERVICE  6  TRADE  EOLIP 

29 

0 

L036 

TECH 

REP 

SERV 1 CES 

/industrial  machinery 

12 

111 

L036 

TECH 

RCP 

SERVICES 

/CONSTRUCTION  EQUIP 

79 

0 

L041 

■•^tCH 

REP 

SERVICES 

/RCrRIOERATION  -  AC  CO 

166 

43 

L042 

TECH 

RCP 

SERVICES 

/riRE-RESLUE-SAFETY  EG 

NA 

90 

L043 

TECH 

REP 

SERV 1  CCS 

/PUMPS  4  COMPRESSORS 

163 

121 

L044 

TICH 

REP 

SERVICES 

/rURNACE-NUCLEArt  RCAC 

132 

1 1 

Lr'49 

tech 

REP 

SERVICES 

/plumbino-hcatinc  CQ 

30 

0 

L  j47 

■^ecH 

REP 

SERV 1 CES 

/P 1  PE - Tue 1  NO- HOSE 

19 

0 

L046 

TECH 

REP 

SERV 1 CES 

valves 

NA 

71 

L049 

TECH 

REP 

SERVICES 

/MAINTENANCE  SHOP  EQ 

194 

236 

L092 

TCCH 

REP 

SERVICES 

/MEASURING  TOOLS 

NA 

NA 

TECH 

REP 

SERVICES 

/HARDWARE  6  ABRASIVES 

NA 

234 

H.S4 

TECH 

REP 

SERVICES 

/PREFAB  STRUCTURES 

NA 

NA 

L399 

TECH 

REP 

SERV ' CCS 

/UUM6CR  6  MILLWORK 

NA 

NA 

LOSS 

TECH 

RCP 

SERVICES 

/COMMUNICATION  EQUIP 

20.641 

29.02"*- 

L099 

TECH 

REP 

SERVICES 

/C'.ECTRICAL-ELCT  EQUIP 

96.666 

62.084 

L06I 

TECH 

REP 

SERVICES 

/POWER  01S7RI8L71ON  EQ 

100 

61 

L063 

TECH 

Ht- 

SERVICES 

/A'.ARM  4  SIONAL  SYSTEM 

NA 

NA 

L0b9 

TECH 

REP 

SERV I  CPS 

/MEDICAL  €  DENTAL  EO 

NA 

21 

L066 

TECH 

REP 

SERVICES 

/INiTRL.<MCNTS  4  LAB  CO 

'  1,231 

1 . 266 

l067 

TECH 

rTEP 

SERVICES 

/PHOTOGRAPHIC  EQUIP 

43 

71 

L066 

TECH 

RCP 

SERVICES 

/CHEMICAL  PRODUCTS 

16 

0 

L069 

TECH 

RC» 

SERVICES 

/TRAINING  AiOS-OFVICCS 

361 

994 

LO'^C 

TCCH 

REP 

SERVICES 

/AOP  EQUIP  4  SUPPLIES 

3.  3C4 

7.976 

L071 

TECH 

RCP 

SERV 1  CCS 

/FURNITURE 

229 

76 

L072 

TECH 

RCP 

SERVICES 

/ HCUSEHOlO , FUPN 1 SH  t  HOS 

17 

0 

t.074 

TECh 

RfeP 

SEF.V'CES 

/OFFICE  MACHINES 

NA 

1 1 

L079 

tech 

RCP 

SERV I  CCS 

/OFFICE  SUPPLIES 

NA 

NA 

L076 

TECH 

REP 

SERVICES 

/BOOKS' MAPS -FOBS 

2.  .  1'6 

90 

'  L079 

TCCH 

REP 

SERVICES 

/CLEANINO  EQUIP 

NA 

NA 

Loao 

TECh 

REP 

SERVICES 

/ BRUSHES - PA 1  NTS - SEALER 

'NA 

293 

L066 

'  TECH 

RCP 

SERVICES 

/L!^C  animals 

16 

0 

L096 

i  TECH 

RCP 

SERVICES 

/ORES  4  minerals 

30 

0 

LC99 

tech. 

RCP 

SERVICES 

/MISCELLANEOUS  EQUI.P 

19, 361 

16, 774 

L 

TOTAL  TECHNICAL  NEP9ESENT *TI VC  SEPr/ICCS 

603,932 

672,904 

H  ( 

IPCNATlOh'Or 

OOVCRNHCNT  OLNCO  FACILITY 

N1 1 1 

OPEN 

or  GOVT  rAC 

/OFFICE  BUILOINOS 

901 

96 

ni  19 

OPEN 

or  OOVT  rAC 

/OTHER  AOMIN-SVC  BLOOS 

362,343 

307.929 

HI  1 

total  open  or  oovt 

FAC/ ADM IN  C  SVC  SUILOINGS. 

362,644 

307, 621 

N121 

OPEN 

or  OOVT  rAc 

/air  TRAFFIC  TOWERS 

NA 

NA 

N122 

open 

or  OOVT  FAC 

/AIR  TRAFFIC  TNO  *AC 

146 

0 

HI  23 

OPEN 

or  OOVT  FAC 

/RADAR  6  NAV  FACILITY 

116,697 

72.992 

N124 

OPEN 

or  OOVT  PAC 

/AIRPORT  RUNWAYS 

941 

499 

H129 

OPEN 

or  OOVT  FAC 

/AIRPORT  TERMINALS 

604 

1,391 

HI  26 

OPEN 

or  OOVT  FAC 

/MISSILE  SYSTEMS  FAC 

19,939 

9.779 

M127 

OPEN 

or  OOVT  FAC  /ELCT  6  CONN  FAC  1 

NA 

NA 

H126 

217,396 

271.439 

M129 

OPEN 

or  OOVT  FAC' 

/OTHER  AIRFIELD  STRUCT 

341 

1.393 

TOTAL  OPCff  or  oovT  rAC/AiftrifLO,  com  «  nisoitc  rAc 


FISCAL  YEAR 


1981 


70.at9 

35. 136 
1.362 

69.  019 

67.634 

3.262 

100 

0 

0 

11.193 
1  «204 
243 
19 
0 
0 

91 
93 

0 
119 
46 
347 
1 1 
-71 
1 , 696 
0 

2.294 

NA 

0 

-22 

32 

26.642 

33.369 

0 

NA 

0 

1,390 

161 

0 

1 , 370 
9.644 
0 
O 
69 

92 
64 
40 

1.467 

0 

0 

27.374' 

964.269 


0 

373, 122 


373. 122 


966 

79.041 

0 

1,919 

19,997 

NA 

279,626 

3.442 


1982 


91.204 
44.961 
1.766 
120,437 
29, 191 
3.242 
0 

406 

0 

19,366 

1.907 

0 

0 

-  O 
109 
-42 
49 
0 
97 
21 
199 
97 
16 
0 
0 

300 

161 

0 

20 

0 

39. 169 
29,220 
30 
49 
12 
99r 

•  i 

( 

3.66! 

12,39L 

0 

0 

66 

0 

-91 

0 

0 

0 

0 

16,946 

996.266 


0 

377.247 

377.247 

394 
319 
60.297 
2.646 
4,331 
19. 172 
266.996 
62,221 
1.979 


N12 


397.969 


393.416 


376, 167 


434.471 


Table  B.  Other  Services  and  Construction 
(Continued) 

(Amounts  in  Thousands) 


SERVICE 

CODE 


DESCRIPTION 


rtPER  OF  GOVT  FAC  'SCHOOLS 

OPER  OF  GOVT  FAC  EOUCAT’ONAL  BLOOS 


TOTAL  OPER  OF  OOVT  FAC/EOUCATiONAL  BUILD. NOS 


OPER  OF  OOVT  FAC  /LABS  «  CLINICS 

TOTAL  OPCR  OF  OOVT  FAC 'HOSPITAL  BUIL0IN09 


OPCR  OF  OOVT  FAC  /AflNUNI  T  ION  FACILITIES 
OPEN  OF  OOVT  FAr  /nAINTENANCE  3L00S 
OPER  OF  OOVT  FAC  /•ROOUCTION  8L00S 
OPER  OF  .30VT,FaC  /SHIP  CONST-REPAIR  FAC 
OPER  OF  OOVT  FAC'TANK'AUTOMOTIVc  FAC 
OPER  OF  OOVT  FAC  /OJHER  INOUSTKIAL  BLOO 

total  OPER  OF  OOVT  FAC/ I NOUSTRI AL  BUILO<NOS 


OPER  OF  OevT  FAC  /FAHILY  HOUSINQ 
OPER  OF  uOVT  FACOININO  FACILITIES 


TOTAL  OPER  OF  OOVT  FAC ^RCSI OfNT I AL  BUlLOtNOS 


OPER  OF  GOVT  FAC  /AHNO  STORAGE  BLOGS 
OPER  OF  COVT  FAC  /FUEL  STORAO*  8L00S 
OPER  OF  GOVT  FAC  /OTHER  WAREHOUSE  BLOGS 

total  OPER  OF  OOVT  FAC /WAREHOUSE  BUlLOtNOS 


571.057 

64.a04 

3. 140 
142.622 


508.249 
103.308 
279. 873 

8.434 
Hk 
08 


900. 760 


768, 151 
110,626 
67. 101 
36,195 
14,199 
6,602 


914.66$ 

100  087 
100.508 
7,007 
31 .021 
1 ' . 265 


OPER  Of  OOVT  FAC  'R«0  GOCO  FACILITIES 
OPER  OF  OOVT  FAC  /R«0  GOOO  FACILITIES 


TOTAL  OPER  OF  OOVT  FAC/R  «  0  FACILITIES 


27.  801 
62.680 


70. 798 
53. 77C 


128,606 

59,757 


OPER  OF-  OOVT  FAC  /TESTING  BUILDINGS 
OPER  OF  OOVT  FAC  /HI  SCCl  LANEOl'«  BLOGS 


TOTAL  OPER  OF  GOVT  FAC/QTHER  BUILDINGS 


TOTAL  OPER  OF  OOVT  FAC/BUI  I.OI  NO  STRUCTURES 


OPER  or  OCVT  FAC  /OTHER  CONSV  STRUCTURE 

TOTAL  OPrS  OF  OOVT  FAC/CONSCRVAT I  OH  6  OEVELOPHCNT 


OPER  OP  OOVT  FAC  /AIRPORT  SERVICE  RCAOS 
OPER  OF  OOVT  FAC  /HWVS-ROAOS-BRI OGES 

TOTAL  OPER  OF  OOVT  FAC/HIONWAVS  ROADS  STREETS  $  BRIQGSS' 


OPER  OP  OOVT  PAC  /EPO  -  OTHER  | 

TOTAL  OPER  OP  OOVT  PAW 'ELECTRIC  POWER  GENERATION  (CPO> 


O^P  OP  OOVT  PAC  /FUEL  SUPPLY 

OPER  OP  OOVT  FAC  /HEATING  6  COOL  PLANTS 

OPER  OP  OOVT  PAC  /SEWERAOE  4  WASTE 

OPER  OP  OOVT  PAC  /DaTER  SUPPLY 

OPER  Op  OOVT  FAC  /OTHER  UTILITIES 

total  OPER  or  OOVT  .^AC/UriLITIES 


OPER  OP  OOVT  PAC  /ALL  OTHER  NON'BLOO  STRUCTS 
•total  OPER  OP  OOVT  PAC/OTHER  NON^BUILOIHO  STRUCTURES 


12,071 
1 15.S00 


12,070 

256.509 


13. 267 
209. G34 


12. 301 
162. 141 


Table  B.  Other  Services  and  Construction 
(Continued) 

(Amounts  in  Thousands) 


*CODE^  description 

1  FISCAL  YEAR 

1979 

1980 

1981 

1982 

H2 

TOTAL  OPCP  or  ;#"?VT  FAC/NON-BUI  LOI  NO  STPUCTUPCS 

10^726 

36, 144 

34,899 

58,855 

n 

TOTAL  OPERATJON 

OF  OOVCRNHCNT  OWNEO  FACILITY 

1 . 740. 879 

1,999,164 

2. 

•  ■ 

210. 749 

2,466.250 

N 

itlSTALLATION  OF  EOulPHEN^ 

N010 

installatiok  rp 

EQ /WEAPONS 

6.499 

6,639 

297 

2,637 

N012 

INSTALLATION  3F 

EO/FIRE  CONTROL  EQUIP 

03 

226 

117 

617 

HO}9 

INSTALLATION  OF 

CO/ ANNO  A  EXPLOSIVES 

399 

41 

191 

15,751 

N014 

INSTALLATION  OF 

EQ/Quncn  HISSILES 

3.630 

2,600 

13,620 

6,463 

N015 

INSTALLATION  OF 

EQ/AIRCRAFT 

NA 

NA 

273 

N01C 

INSTALLATION  OF 

EO/AIRCRAFT  COMPONENTS 

1,921 

206 

264 

1 . 940 

NTi  7 

INSTALLATION  OF 

EQ/AIRCRAFT  OROUNO  EQUIP 

219 

249 

914 

r«oi6 

INSTALLATION  OF 

EO/SPACE  VEHICLES 

NA 

NA 

63,623 

C3. 2P4 

N019 

INSTALLATION  OF 

EQ/SHIPS-SHL  CRAFT-OOCKS 

f .  1 60 

771 

17,990 

14^406 

N020 

INSTALLATION  OF 

EQ/HARINE  EQUIP 

».736 

923 

1,630 

1 , 309 

N022 

INSTALLATION  OF 

EO/RAILWAY  EQUIP 

NA 

79 

0 

.N023 

INSTALLATION  OF 

EO/ VEH 1 CLES*  TRA 1 LERS^CVC 

200 

94 

90 

86 

N026 

INSTALLATION  OF 

EQ /TIRES  S  .UBES 

NA 

NA 

2.547 

NO;:a 

INSTALLATION  OF 

EQ/ENQINES  A  TURBINES 

996 

99 

149  j 

109 

NO  29 

INSTALLATION  OF 

EO/ENOINE  ACCESSORIES 

3.691 

0 

o 

0 

NO  90 

INSTALLATION  OF 

EO/HECH  POWER  TRANS  EQ 

22 

0 

0 

N031 

INSTALLATION  OF 

EQ/BEARINOS 

72 

0 

0 

N032 

INSTALLATION  OF 

EQ/WOOOWORKINO  MACHINERY 

99 

0‘ 

0 

0 

N034 

INSTALLATION  OF 

EQ/MCTALWORK  MACHINERY 

1.164 

19,979 

19,  764 

1,497 

N03S 

INSTALLATIOh  OF 

EQ/SERVICE  4  TRADE  EQUIP 

NA 

21 

262 

102 

N036 

INSTALLATION  OF 

EQ/ INDUSTRIAL  MACHINERY 

49 

137 

3,094 

1 ,904 

N039 

I  NSTALLATION  OF 

EQ/CONSTRUCTION  EQUIP 

98 

0 

447 

0 

N039 

INSTALLATION  OF 

cq/materials  handling  cq 

149 

64 

14 

127 

N040 

INSTALLATION  OF 

EQ/ROPE - CABLE  >  CHA 1 N 

NA 

13 

0 

0 

N041 

installation  of 

EQ/RCFRIOERATION  >  AC  EQ 

1,914 

1,162 

946 

N042 

INSTALLATION  OF 

EQ/FIRC-PESCUC'SAFETY  EQ 

612 

162 

602 

119 

N043 

INSTALLATION  OF 

£0/ PUMPS  4  COMPRESSORS 

199 

412 

1,079 

249 

N044 

INSTALLATION  OF 

EO/FURNACe-NUCLEAR  RCAC 

906 

219 

1 .400 

174 

N049 

INSTALLATION  OF 

EQ/PLUMB1N0>H£AT1N0  EQ 

2.041 

1,902 

499 

797 

N046 

INSTALLATION  OF 

EQ/WATER  PURIFICATION  EQ 

129 

2,243 

4,669 

3,234 

N047 

INSTALLATION  OF 

EO/PlPE>TUBiNO>HOSE 

77 

11 

39 

N049 

INSTALLATION  OF 

EQ/VALVES 

'NA 

NA 

NA 

39 

N049 

INSTALLATION  OF 

EQ/MAINTENANCe  SHOP  EO 

933 

732 

2.426 

2.993 

N093 

INSTALLATION  OF 

EO/ HARDWARE  4  ABRASIVES 

NA 

NA 

NA 

47 

N094 

INSTALLATION  OF 

CQ/PRCFAB  STRUCTURES 

NA 

170 

2,639 

N056 

INSTALLATION  OF 

EO/CONSTRUCTION  MATERIAL 

164 

19Q 

16 

96 

N09e 

INSTALLATION  OF 

EO/COMMUNI CATION  EQUIP 

9.633 

I  9,412 

66,397 

70,497 

N099 

INSTALLATION  OF 

EQ/ELECTRICAL'CLCT  EQUIP 

6,201 

21,062 

7,939 

12. 169 

N001 

INSTALLATION  OF 

CQ/POWER  DISTRIBUTION  CO 

909 

1 , 340 

2,  129 

Noea 

INSTALLATION  OF 

CO/LIOHTINO  FIXTURES 

92 

140 

178 

109 

N063 

INSTALLATION  OF 

CQ/ALARM  4  SIGNAL  SYSTEM 

799 

1,244 

926 

792 

N099 

INSTALLATION  OF 

EQ/MEOICAi:  4  DENTAL  EO 

234 

229 

1 

2S 

243 

Noee 

INSTALLATION  OF 

EQ/ INSTRUMENTS  4  LAB  EO 

229 

20 

89 

379 

N097 

INSTALLATION  OF 

eq/pmotooraphic  equip 

39 

0 

1 1 

139 

N069 

INSTALLATION  OF 

EO/TRAINIMO  AlOS-OSVICES 

3,244 

901 

1,398 

2,077 

N070 

INSTALLATION  OF 

EQ/AOP  EQUIP  4  SUPPLIES 

919 

984 

, 

2.076 

1 ,901 

N071 

INSTALLATION  OF 

EO/FUNNITUNC 

NA  ' 

184 

339 

249 

N072 

INSTALLATION  OF 

EQ/HOUSEHOLO  FURNISHINOS 

334 

123 

319 

'  999 

N073 

INSTALLATION^  OF 

^Q/FOOO  PRCP'SERVINO  EQ 

n 

293  ' 

33 

!  19 

N074 

INSTALLATION  OF 

EO/OFFICE  MACHINES 

39 

864 

176 

147 

HO  79 

INSTALLATION  OF 

EQ/OFFIce  SUPPLIES 

19 

0 

0 

0 

H077 

INSTALLATION  OF 

eO/MUSICAL  IHST'RAOIO'TV 

NA 

14 

0 

'  17 

N07S 

INSTALLATION  OF 

EO/RECREATIONAL  EQUIP 

21 

98 

0 

’  73  • 

N079 

INSTALLATION  Of 

EO/ CLEANING  EQUIP 

NA 

24 

0 

0 

N099 

INSTALLATION  OK 

EO/MISCELLAIiCOUS  EQUIP 

1,999 

4,939 

9,279 

9,979 

N 

TOTAL  INSTALLATION  OF  CQUIPNCHT 

98,003 

77.239 

' 

249,398 

220, CM 

P- 

SALVAoc  seitvice 

PtOO 

DISPOSAL  OF  EXCESS  ANC  SURPLUS  PROPERTY 

1,247 

1,799 

‘  978 

1,448 

P200 

SALVAOC  OF  AIRCRAFT 

NA 

NA 

87 

P300 

SALVAGE  OF  VESSELS  •  WA’^ER  TVPE 

3,430 

3,399 

3f  387 

2. 003 

P400 

DEMOLITION  OF  BUILOINOS 

NA 

300 

2i908 

1 , 729 

P900 

OCNOLITION  OF  STRUCTURES  0.9  FACILI'^.ES 

NA 

197 

SS9. 

477 

P999 

OTHER  SALVAOC  SERVICES 

8.949 

9,973 

7.999 

18,378 

P  ■ 

total  SALVAOC  SERVICr 

7, 388 

19,990 

19,399 

19,049 

22 


Table  B.  Other  Services  and  Construction 
'  (Continued) 

(Amounts  in  Thousands) 


SERVICE 

CODE 


DESCRIPTION 


QYCt 

0201 

0301 

0401 

0901 

0502 

0903 

0904 

0507 

0906 

0909 

0510 

091  1 

0512 

0913 

0514 

0919 

03*6 

0916 

0519 

0921 

0o22 

0923 

0924 

0529 

09 


0990 


R1 1  1 
6112 
61  13 
6114 
6i  19 
6116 
61  1  7 
6118 
61  19 

61  1 


IROICAt  se6VICE 

DEPENDENT  ME0iCA6E 
GENC6AL  HEALTH  CA6E 
■LAB06AT06Y  TESTINO  -  MEDICAL 
NU6StNQ  SERVICES 
MEDICAL  SERVICE/ anesthesiology 
MEDICAL  SERVICE/CA60i5-VASCULA6 
MEDICAL  SERVICE.  OENT I ST6Y 
MEDICAL  SERVICE  OEnMATOLOOY  ' 
MEDICAL  SE6V1CE/QYNEC0L00Y 
MEDICAL  SERVtCE/HEMATOLOOY 
MEDICAL  SE6VtCE/INTE6N..L  MEDICINE 
MEDICAL  SERV'ICE/NEUROLOOY 
MEDICAL  SERVICE 'OPHTHALMOLOGY 
MEDICAL  SERVICE/OPTOMETRY 
MEDICAL  SERVICE/ORTHOPEOiCS 
MEDICAL  SERVICE/OTOLARYNOOLGGY 
MEDICAL  SERVICE/ PATHOLOGY 
MEDICAL  SERVICE /PEDIATRICS 
PHYSICAL  MEDICINE  6  RSHAil  I  L  I  TAT  I  ON 
MEDICAL  SERVICE/PSYCHIATRV 
MEDICAL  SERVICE /PULMONARY 
MEDICAL  SERV'I  Cr /RADIOLOGY 
MEDICAL  SERVICE/ SURGERY 
MEDICAL.  SERVICE/THORACIC 
MEDICAL  SERVICE  UROLOGY 

TOTAL  specialized  MEDICAL  SERVICE 


other  medical  services 

TOTAL  MEDICAL  ScRV CC 

PROEESSIONAL,  technical  6  MANAGEMENT  SERVICES 


A/E  CONSTRUCTION 
A/e  CONSTRUCTION 
A/r  CONSTRUCTION 
A/E  CONSTRUCTION 
A/E  CONSTRUCT  I OM 
A/e  CONSTRUCTION 
A/E  CONSTRUCTION 
A/E  CONSTRUCTION 
A/E  CONSTRUCTION 


/AOMIN  6  SVC  BLOGS 
/AIRFIELD  6  MSL  FAC 
/EDUCATIONAL  BL'>OS 
/HOSPITAL  BUILDINGS 
/INDUSTRIAL  BLOGS 
/RESIDENTIAL  BLOGS 
/W/.REHOUSE  BLOGS 
/R60  FACILITIES 
/OTHER  BUILDINGS 


TOTAL  A/E  CONSTRUCTION  /BUILDING  6  FA'  ILITY  STRUCTURE 


/conservation  t  DEV 

/ HWY  S - ROAOS ■ BP I  DOES 
/ELECTRIC  POWER  GENR 

/utilities 

/other  non-oloo  struct 


total  A/r  construction  /NON'BUILOINO  strut^ures 


21 

A/E 

CONSTRUCTION' 

22 

A/E 

CONSTRUCTION 

23 

A/E 

construct  I  ON 

24 

A/E 

CONSTRUCTION 

29 

a/E 

C0NSTHUC'»'I0N 

R1 

TOTAL 

R21 

ARCHI 

R212 

A/e  - 

R2I3 

A/e  - 

R214 

A/E  - 

R2i9 

A/E  - 

R216 

A/E  • 

R219 

other 

total  a/e  construction 


ARCHITeCT/ENGINEER  ■  GENERAL 
DRAFT I  NO  ENGINEERING  , 

INSPECTION 

management  engineering 

PRODUCTION  ENGINEERING 
MAR I NE 

other  architects  6  ENGINEER I  NO  '  OCNERAL 


FISCAL  YEAR 


1979 

1960 

1981 

1982 

NA 

9,019 

39, 046 

40, 31 1 

369 

1.169 

,11. 370 

226,091 

740 

462 

409 

1 . 362 

NA 

11 

0 

0 

123 

70 

26 

1  0 

103 

40 

129 

0 

17 

0 

0 

0 

76 

33 

26 

0 

163 

277 

[  709 

641 

12 

0 

12 

13 

NA 

1 1 

46 

0 

11 

0 

16 

23 

19 

15 

0 

13 

36 

74 

10 

49 

139 

427 

472 

494 

27 

16- 

0 

15 

39 

36 

101 

244 

NA 

209 

0 

26 

70 

0 

0 

0 

133 

142 

139 

217 

243 

79 

0 

>22 

7,475 

6.  189 

4,102 

3.  180 

194 

5!t9 

710 

606 

NA 

NA 

NA 

14 

13 

13 

0  . 

133 

8.871 

8.  192 

6,496 

9.  344 

1.462 

1,429 

1,410 

6,949 

M.442 

16,278 

98, 727 

262.397 

S  B  S  *  •  • 

BSBSe&B 

6.  180 

22,921 

10,366 

92,660 

16,512 

20. 166 

2.460 

3,919 

1 4 , 204 

19. 990 

1 6 . 90S 

29 . 0L4 

13,949' 

6,495  j 

3,736 

6.76V 

10,601 

17,489 

1 . 082 

12,309 

3,  333 

4.847  j 

9.041 

3.570 

22,199 

46.794 

60,041 

131,928 

149,460 

177, 969 

S  B  S  S  *  B  S 

2,084 

2,933  ' 

3,690 

3,949 

6.449 

4,214 

9,767 

7.666 

9,434 

, 6,642 

,11, 626 

14,662 

10.718 

29,696 

39,324 

46,293 

30, 760 

94,966 

71.324 

3  B  SB ■ B 

292, 146 

162.266 

200,026 

249,309 

' 

s  B  a  B  B  3 

« 38. 266 

119.997 

161,920 

196.367 

42,415 

10,222 

6,633 

62. 776 

12,366 

16.606 

14,966 

1  1 ,409 

279,719 

174, 189 

127,463 

140,01 1 

196.761 

126,637 

. 199.629 

260,221 

79,906 

49. 904 

125,096 

146,964 

261.949 

296,993 

160,949 

299. 831 

total  arch*  TE^ITS/CNOiNEERS  '  GENERAL 


917. 41B 


760. 134 


B1B.BB0 


1,.  1 16,00] 


Table  B.  Other  Service^,  and  Construction 
(Continued) 

(Amounts  in  Thousands) 


SERVICE 

CODE 

DESCRIPTION 

1  FISCAL  YEAR 

1979 

1S80 

1981 

1982 

AOI*  PACIUITY  MANAGEMENT 

13,437 

13.571 

29. ISO 

R302 

AOP  UVSTEMS  DEVELOPMENT  AND  PROGRAMMING 

70. 521 

72.663 

75, 721 

111. 240 

R303 

ADP  ENTRY 

1 .043 

1 .566 

1 .928 

5.  1  75 

R304 

AGP  TRANSMISSION 

274 

2.  094 

1 .414 

R39-J 

othi:r  AOP  5ervi.:es 

es. 143 

146. 340 

161,670 

200! 607 

R? 

TOTAL  AUTOMATIC  DATA  PROCESSING  SERVICES 

173,415 

'  289,893 

410. 274 

s  s  •  s  s  :  s 

s  s  s  s  s  xs 

asaaxsa 

R4IJ1 

MGT  SERVICCS/AOVERTfSINO 

79. 660 

89.615 

113,150 

R402 

MGT  SERVICES/OATA  COLLECTION 

S.  610 

21 .295 

20, 520 

R403 

MGT  SERVtCES/FINANClAL'AUOl TiMO 

12,683 

13,800 

1 1 ,615 

R404 

MGT  SERV1CES/LAKO  SURVEYS  -  CADASTRAL 

12,136 

1 1.555 

16,412 

R409 

MGT  SERVICES. OPERATIONS  RESEARCH 

939 

2,857 

4 . 996 

R406 

MOT  SEKV ICES/POL  ICY  R£V»EW  *  DEVELOPMENT 

1 .320 

1 , 967 

8,497 

R407 

MOT  SERVICES /PROGRAM  EVALUATION 

7,469 

15,001 

28,103 

R40R< 

MOT  '’.ERV ICES/PROGRAM  MANAGEMENT -SUPPORT 

^2S, 278 

733. 868 

319. 772 

R409 

MOT  SERVICES/PROGRAM  REV  I EW-OEVELOPMENT 

12. 921 

30. 352 

20,843 

R4t0 

MCT  SERVICES/PUELIC  RELATIONS 

NA 

298 

R^l  1 

MGT  SERVICES/REAL  PROPERTY  APPRAISALS 

270 

237 

879 

R4t2 

MCT  bERV ICES/SIMULATIONS 

13.063 

10,283 

13, 117 

is] 154 

.  R413 

MGT  StftViCES/SPECI  FI  CATIONS  OEVE.-OPMENT 

22.600 

32,293 

90,663 

R414 

MOT  SEPVICFS/SYSTEMS  ENGINEERING 

•  273,844 

331 . 357 

510. 373 

R4tS 

MOT  SERVICES/ technology  SHAPING 

27.275 

56,888 

33.222 

R4t’» 

LOGISTICS  SUPPOR'^  SERVICES 

NA 

NA 

R498 

OTHER  professional  SERVICES 

NA 

NA 

R499 

OTHER  MANAGEMENT  SERVICES 

1 

261 .220 

234,981 

260,576 

sialoi 1 

R4 

total  management  C  PrOFESSIONAl  SERVICES 

1  . 162, 510 

1 . 586, 647 

1 . 555,843 

2,596,703 

ssas«c*»» 

aaaaaaaaa 

aaaaaaaaa 

RSO) 

STUDIES/ APR  SYCTEM3 

25.243 

26. 362 

42; 502 

76,842 

R302 

STUOIfeS/AIR  quality 

769 

299 

676 

P503 

STUOl E$/ARCHEOLOO ' CAL -PAlEONTOL  OG*  CAL 

4,437 

7.204 

3,527 

R904 

STUD 1 ES/CHCM 1  CAL -B 1 OLOO 1  CAL 

3,075 

2.  360 

3,647 

5; 

R505 

STUDIES/CeST  BENEFIT 

5S7 

17,524 

934 

R8C€ 

S»U0IFS/0ATA  -  OTHER  THAN  SCIENTIFIC 

14,962 

16,066 

15,325 

R507 

S. UOIES/ECONOMIC 

2,027 

1 .695 

1,710 

R50a 

STOOIcS/ENOANOIREP  species  -  ANIHAL 

66 

160 

1 13 

R909 

STIJPI  ES 'ENOANGEREO  SPECIES  -  PLANT 

NA 

156 

36 

R9I0 

STUD 1 CS/ FNV 1 PONMENTAL  ASSESSMENTS 

3.663 

4,611 

6,561 

RSI  1 

stuoies/environmental  baseline 

198 

243 

566 

R5t2 

STUOIES/ENVIRONMENTAl.  IMPACT 

1 , 396 

1 , 966 

2  126 

R5’3 

STUOIES/FEASIBILITY  -  NON-CONSTRUCTION 

2.655 

6.419 

9.436 

R914 

STJOIES/FEOERAL-LOCAL  GOVLRNHENT  COOP 

1 1 

0 

R5»5 

STUOIES/FEOERAL-STATE  OOVErHMENT  COOP 

1,179 

1 ,516 

3,051 

RSI  6 

STUPICS/FISHERIES 

1,106 

1,189 

2  362 

R5I7 

STUD 1 ES/OEOLOG 1  CAL 

171 

695 

766 

RS16 

STUD! ES/OCOPHVS: CAL 

56 

174 

RSI  9 

STUD, I  ES/OEO'*’ECHN1  CAL 

1 . 527 

1 .677 

2 . 084 

RS2I 

STUDIES/. tlSTOR’LAL 

247 

1.233 

766 

RS?2 

STUHIESt  lcgal-litioation 

87 

>  S5 

R924 

STUD  1  ES/NAThEmat  i  cal  -  STAT  I  ST  I  cal 

782  , 

846 

660 

RS2S 

STiXIES/NATURAL  r^ESOURPE 

570 

231 

251 

228 

RS26 

STUOIES/OCEAMOLOOICAL 

621  - 

- r,  587 

1 . 924 

R527 

STUOl ES/RECREAT ION 

675 

646 

96 

RS2e 

STUD  1  F$/  REOULA  .'ORY 

300 

525 

RS29 

STUDIES/SCIENTIFIC  DATA 

4,241 

5,  146 

14.212 

RS30 

STUOl ES/SE*  SMOLOQl CAL 

672 

4,253 

4,155 

R531 

STUD 1 ES/ SOC 1 0 -eCONOM 1 C 

646 

120 

452 

RSO? 

STUDieS/SOILS 

773 

1.354 

2,729 

R.j33 

STUOl ES/WAVER  QUALITY 

3*136 

2.  100 

2,615 

RS34 

STUDIES/ WILDLIFE 

637 

526 

RS37 

STUOl ES/OENERAL  HEALTH 

NA 

2.  170 

'242 

RS38 

INTELI  lOCNCE  ANALYSIS  SUPPORT 

1  NA 

NA 

RS9f 

OTHER  SPECIAL  STUDIES  AND  ANALYSES 

300,111 

251 : 766 

/5.964 

250; 973 

RS 

TO'^AL  SPECIAL  STUDIES  «  ANALYSES 

377. 128 

362.998  1 

415,123 

ic  s  s  •  ■  a 

R 

total  PRCPfcSS  1  r>NAL  ,  TECHNICAL  S  NANAOEHENT  SERVICES 

2,862.620 

1  3, 134.263 

3,266,023 

4,788,410  . 

S  UTU 

.ITIES  A  HOUSEKEEP'NO  SERVICES 

SI  1  t 

UTILI TIES/OAS 

167. 171 

224 . 535 

176,039 

320,774 

51 12 

UTILI  neS/FLECTRICTY 

7A2  196 

657,679 

725.199 

1 .269. 315 

51 13 

UTILITiES^'^TLEPHONC  ano-or  communication 

561 .940 

629,979 

656, 349 

899,806 

Table  B.  Othe*'  Services  and  Construction 
(Continued) 

(Arr.ounts  in  Thousands) 


SERVICE 

CODE 


DESCRIPTION 


i2 


I 


utilities  S  HOUSeKCEPINO  SERVICES 


;i  14 
n  19 


I 


f11 


UTILITIES/VATER 
OTHER  UTILITIES 


TOTAL  UTILITIES 


(201 

5202 

5203 
1204 
S209 
S20S 
$207 
S209 
S209 
$21 1 
5212 
5299 


CbSTC’OlAL  '  JAN  I  TOR  I  At. 

FIRE  PROTECTION 

FOOD  SERVICE 

FUELING  SER\iCE 

OARBAOe ' COL  uEC : 1  ON 

OUARO  SERVICES 

INSECT  ANO  RODENT  CONTROL 

LANOSCAPINO  '  OROUNOSKEEPt NO 

LAUNDRY  an:  DRY  CLEANING 

SUm^EILLANCe  SERVICES 

SOLID  FUEL  HANOLiNO  SERVICES 

OTHER  HOUSEKEEPING  SERVICES 


total  housekeeping  SERVICES 


TOTAL  UTILITIES  «  HOUSEKEEPING  SERVICES 


PHOTOGRAPHIC,  HAPPING,  PRINTING  A  PUBLlCAriON  SVC 


rool 
roo2 
rooS 
roo4 
roos 
rooo 
roo7 
rooa 
roo9 
rolo 
roi  1 
roi2 
roi3 
roi4 
r099 


ARTS-GRAPHICS 

CARTOGRAPHY 

CATALOGING 

CHARTING 

filh  processing 

FILH'VIOEO  TAPE  PRODUCTION 

HiCROFORN 

PHOTOORAHHETRY 

PHOTOGRAPHIC  *  aerial 

PHOTOGRAPHIC  '  GENERAL 

PRINTING  •  BINDING 

REPOROUCTfON 

TECHNICAL  WRITING 

TOPOGRAPHY 

OTHER  PHOTOGRAPHIC  HAPPING  PRINTING  SVC 


TOTAL  PHOTOGRAPHIC.  RAPPING.  PRINTING  S  PUBLICATION  SVC 


TRAINING  SERVICES 


1001 

J002 

1003 

1004 
1009 
1006 
1007 
1009 


LECTURES  FOR  TRAINING 
PERSONNEL  TESTING 
RESERVE  TRAINING  •  HILITARY 
SCIENTIFIC  ANO  HANAGEHENT  EDUCATION 
TUITION  FEES 

VOCAT I ONAL- TECHNICAL  TRAINING 
faculty  SALARIES  FOR  DEPENDENTS  SCHOOLS 
OTHER  TRAINING 


TOTAL  TRAINING  SERVICES 


rRANSPORTATtON  6  TRAVEL 


111 
112 
113 
1  14 
1  19 
119 


AIR  FREIGHT 
NOTOR  FREIGHT 
RAIL  FREIGHT 
STEVEDORING 
VESSEL  FREIGHT 

OTHER  CARGO-FREIGHT  SERVICES 


TOTAL  CARGO  6  FREIGHT  SERVICES 


FISCAL  YEAR 

1979 

1980 

1981 

1982 

99. 230 

67, 936 

61.666 

76,022 

96,006 

67.866 

49.922 

66,909 

1 .606.993 

1 .646,217 

1.666, ''93 

2,696.422 

143,  469 

169,200 

206,346 

213,661 

4,993 

1  540 

3.473 

2.479 

137. 90S 

167,436 

2:  *,967 

2'«2.420 

6,400 

6,291 

6,914 

6.260 

39.924 

43,039 

91.346 

93.432 

40, 223 

47.791 

96.434  , 

116.067 

613 

1.702 

1,021 

1 . 362 

29.296 

29. 324 

32.C6a 

39. 367 

17, 276 

24,B43 

24. 799 

23.227 

V.  103 

793 

3  199 

1 . 667 

996 

2.741 

3,797 

2.662 

62,416 

191.412 

93,602 

99,  346 

461.937 

649.764 

699.942 

779.230 

•S3S»«« 

2,066.490 

2.493,961 

2.362,739 

3.431.692 

2.629 

2.949 

3,691 

4.  302 

6,616 

9,266 

299 

107 

131 

310 

343 

106 

;.674 

2.770 

3,906 

3.  162 

2,302 

2,626 

1,339 

4,307 

3,667 

ES7 

919 

490 

1,397 

3.649 

1,720 

2.339 

9.129 

9.669 

7,  146 

7,  146 

4.622  1 

3.  713 

3.736 

'  3. 744 

1,211 

1 . 742 

1 . 336 

2.2P3 

36.910 

19.996 

47.916 

41,996 

376 

-63 

319 

31 .967 

23,966 

24,096 

93.093 

61,639 

106,692  1 

132. 104 

1 

9.962 

1,911 

i 

1.313 

2,021 

1,466 

1,617 

1’,079 

1.364 

947  1 

779 

439 

269 

2,699 

1,,249 

2,261 

9,139. 

46,666 

61,342 

72.662 

94,942 

26.399 

49.990 

34.069 

49,639 

22.971 

23,202 

26. 793 

119.269 

527,623 

171,424 

242,761  I 

299,337 

662, PSB 

'  391.747 

76, 924 

99,006 

139, 164 

140,042 

1.996 

1 . 663 

1,246 

2.169 

79 

0 

407 

47 

97,604 

66,772 

60.636 

71,330 

14,677 

367,176 

332,036 

402,600 

54.997 

31 . 797 

66.690 

44,099 

209,636 

962,440  1 

999,921 

6G0.464 

Table  B.  Other  Services  and  Construction 


(Continued) 

(Amounts  in  Thousands) 


SERVICE 

CODE 

DESCRIPTION 

FISCAL  YEAR 

1979 

I960 

1981 

1962 

Vt2-  ■ 

AiR  Ct^AR'ER  FOR 

42S 

1 . 4  '•  9 

10.416  , 

6 . 437 

vt2r 

noTvR  charter  for  Th? 

745 

40C 

1 , 608 

214 

v:24 

VESSEL  charter  for  T*-|H0S 

t 90,625 

472.599 

239.592 

996 . 1 39 

VI  25 

VESSEL  TOWING 

NA 

45 

700 

441 

v:29 

OThCR  vehicle  CmARTFF  for  ThINOS 

7JS 

79 

148 

320 

V12 

total  VCMI *  C  CHARTER 

1 92 . 55S 

474,978 

248,422 

6  951 

^4  .  S  t  *  B 

X  .....  . 

S  X  X  S  X  X  X 

V> 

total  trarsrORTation  oe  Things 

394. 392 

1 . 037.414 

84  7  943 

1 , 244.439 

S  X  Z  B  S  »  • 

xxxxxxxxzx 

txxtxxxxa 

V21  ^ 

AIR  RASSCNOCR  SERVICE 

i4t . 304 

239.990 

273. 739 

393.407 

V2t2 

nCTCR  RASSCNOCR  SERVICE 

1 2 . 793 

20. 970 

19. 003 

14.671 

V2I3 

rail  RASSCNOCR  SERVICE 

NA 

NA 

NA 

13 

V2t4 

vessel  RASSCNOCR  SERVICE 

643 

244 

840 

449 

V*t 

total  RASSCNOCR  SERVICE 

241 . 144 

293 . 342 

372.940 

V221 

AIR  CHARTER  FOR  RCRSONS 

M4 

1  .  142 

1  340 

1 . 944 

V?22 

HO^OR  Charter  for  rers'tns 

4, 09S 

4.  414 

7  049 

10.428 

V?24 

VESSEL  Charter  «^or  rersons 

3T7 

434 

130 

936 

V225 

AMOVlANCe  SERVICE 

NA 

192 

40 

0 

V22 

TO'^A:.  VEHICLE  CHARTfR  "WI’N  ORERATORl 

4.944 

1 1 . 942 

4.419 

12.910 

■  •  •  s  t  a 

tanxx  , 

V230 

7.431 

0 

0 

0 

V231 

•OOOINO  -  NOTCt/NOTEL 

NA 

4.343 

19  324 

17,141 

V24Q 

6.090 

0 

0 

0 

V24t  c 

NUlTARV  R^SSONf.EL  RECRwiTfNO 

P«A 

9,942 

1 1 . 099 

10. 799 

V* 

to'al  travel  or  rersons 

214,940 

200.731 

324  414 

413,430 

OTMtH  tHAWtL  »C»v:CfS 

2.532 

9.444 

1  140 

19, 701 

V 

total  TRAhSRORTATJON  4  travel 

419.  744 

1 , 333  413 

1 , 177.919 

1  894, 9b8 

1# 

LEASE  OR  rental  or  fO*JiRNCN^ 

LEASC'RRNTAl  or  EQ'VCAROn;, 

NA 

Htk 

37 

1  75 

W01 1 

LE*se-Fe«T*»  ir  to  •'cn*«  9*o***«iet 

NA 

22 

0 

'  0 

iM<2 

lcasf -rental  or  ro  fire  control  eo'jiR 

19 

47 

0 

34 

W0t4 

LEASE'RENTAL  or  FU'OUIOEO  NiSSILCS 

NA 

I4A 

1  1 

0 

WO  '.  3 

LEASE  rental  or  EP'AIWCRAFT 

23 

390 

444 

3.  241 

LEASE -RffTAL  OF  EO'AIR-RAFT  COMRONCNTf 

-40 

23 

0 

1 1 

WOi  7 

’  LEASE 'RENTAL  OR  EO  AlRCSART  QROUNO  COLlR 

NA 

NA 

24 

22 

leasR'Rcntal  or  eo  sracc  vehicles 

NA 

NA 

NA 

-37 

WO>^ 

LEASE 'rental  or  fO  shirs- .;ml  CRfft-oockS 

4.44t 

20  130 

23.970 

U,  7** 

y09o 

LRASC'RCNTAc  or'  eC'HARiNE  fOWlR 

4,240 

4,209 

4  929 

4.  209 

W02f 

LEASC'R^rTAL  OR  EO  RAiLWAT  EOUIR 

212 

240 

904 

41 

.  lease-rental  .SR  FQ  VEhiClES-tRAIlTRS-CTC 

3.240 

9.  144 

7,467 

12,407 

W0t4 

LEASC'SCNTAL  or  CO/TRACTORS  . 

329 

940 

443 

41  1 

won 

lease-rental  or  ro^vCMlCVLAR  EOUIR 

N4 

49 

347 

74 

won 

lease-rental  or  EO/TlRiS  4  TgOC* 

NA 

NA 

NA 

71 

W02$ 

or  eo/tNot"e»  c  Tu««i«es 

14 

0 

12 

13 

won 

LEASE  rental  or  CO  ENO: NR  ACCESSORIES 

'  14 

0 

»  7 

0 

W070 

LEASE  RCNTAi  OF  EQ/NECm  ROwCR  TRANS  CO 

tto 

1 .047 

044 

•  100 

W054 

lease-rental  or  EO/hEtalwORR  nACHlNCRv 

133 

140 

'14 

00 

won 

L(ASf -OCMTAi.  or  CO/MWVICt  «  T**OC  tOUIP 

1  1  t 

430 

1 , 2'4 

1 . 229 

won 

Lf*»f-«CNT»t  or  ir  4  . 

14.107 

0.490 

14.914 

24.230 

wOi? 

lease-rental  OE  FO  agriculture  NAC'TINERt 

94 

30 

0 

0 

won 

,  lease -rental  OE  rO^CONS’RjCTiON  EOU»R 

».•»» 

0.444 

7,  743 

4.  744 

WOZt 

LEASE -RCNTAi.  OE  EO  NATCRIAlS  HANOL  I  NO  CO 

1,017 

777 

2.339 

2.944 

W040 

l'CASC  RCNTAl  or  eo  RORC  rAOLC  CHAIM 

1  1 

0 

0 

0 

W041 

LFASC-RCNTAw  or  EO/REFR*OeRAlfON  ■  AC  EO 

I  10 

MS 

109 

900 

M04a 

iEASC-RCNTAL  or  CO  F  IRC  RESCUE -'.ARE  Tv  CO 

NA 

NA 

124 

192 

W01) 

L*'ASf -rental  or  RQ/RuMRs  4  CORIRRCSSORS 

too 

04 

449 

334 

V044 

LCA4f  RENTAL  OR  COvRuRNACf  NuClCAR  RfAC 

144 

314 

347 

491 

wen 

lease-rental  or  CO.  RlcR«INR-»«ATINO  CO 

373 

929 

474 

419 

won 

lease  REITAL  or  CO/wATfR  HURIRICATION  fO 

472 

944 

947 

427< 

W04^ 

LfASC  RCFTAi.  OR  EO^RiRC-TuotNO-XSC 

20 

10 

142 

><* 

WO40 

lease  rental  or  EO/maintcnancC  S*«R  CO 

244 

0 

72 

342 

west 

LCAfC'-tCNTAL  OR  CO/MANO  TQGtS 

14 

0 

33 

32 

WiH)t 

LCAM  RENTAL  or  CO  NfAiuSirFi  TOOLS 

14  ’ 

0 

17 

20 

29 


Table  B.  Other  Services  and  Construction 
(Continued) 

(Amounts  in  Thousands) 


S6RVICE 

CdDE 

FISCAL  YEAR 

OcSCRIPTlOK 

1979 

1980 

1981 

1982 

y 

L!.ASE  Oft  '^F  eOlMP«€N^ 

LfASC-WeNT*,.  to.  >I»TOW*»€  4  •BR»SI  VE$ 

NA  - 

NA 

NA 

1  3 

ueAsc-ftCNTA*.  d»f  eo  •pc/ao  sTmicTjftts 

34 

t .  424 

459 

2.274 

L£ASe-ft€NTA;.  Of  CO  ^OHSTftUC'fON  MA’CPtAC 

4t 

C 

O 

20 

i-PASC  TAc  Of  EQ.  Ct*'*»%UNiC-TION  £'»0|P 

32, ASt 

29.851 

1 1 . 244 

41.171 

wens 

tCASC-ftCNTAL  Of  CC..  ClCCTWI  Cr'L -CeCT  CO*JlP 

1 , 2T4 

t .  032 

1,724 

1 . 966 

W0€1 

OCA^C-TCwTAc  Of  CO- ftOwCft  OI^TftieijTiO#!  CCi 

157 

40 

1  190 

303 

WO«3 

l.rASC-ftCNTAt  'Af  CO'Ac*P«  «  SIGN4',  $VSrC« 

t  .415 

1.74T 

2,000 

2.382 

W065 

LEASC-ftCNTAw  ©*'■  £Q'«€0iCAl  <  OC^TAi  €0 

442 

544 

553 

441 

W06« 

LfASC-ftCNTAL  Of  CQ ' :  HSTm«l€wTS  A  lAS  CO 

70 1 

4T9 

1  .504 

2.  184 

WO«7 

LtASC-ftCNTAc  Of  CQ  PHOTOOftAPHiC  CtTUlP 

1 ,454 

1.444 

1.479 

2,076 

Uf.ASC -'7fNTAC  Of  CO'CMCHiCAC  PftOOuC^S 

74 

52 

0 

V88 

WO«<) 

LtASe-RtNTAL  «»  to  •RAI-'IINO  AIDS  "ItVICt* 

454 

174 

204  - 

246 

wo  70 

LEASE -i^CNTAL  Of  CQ  AQP  EOulf  4  SufPLIIi 

262 . 740 

304.416 

407.274 

459.244 

W071 

'  LEASC'OENTAl  Of  CG/fUftwi  ^L»ft€ 

•444 

444 

370 

513 

W07a 

LCA«E-ft£NTAL  Of  E0  *^3oS€^u0  Sh‘ NOS 

1.449 

l.46t 

2.444 

?,  959 

W073 

LCASE-PCNTAl  Of  CO'POOO  PP€P-*^ftVtNO  CO 

77 

410 

344 

270 

W074 

LfASC'ftCNTAt  Of  EC  OfF'.Cf  •AACH’.NCS 

45.444 

31 .OTO 

30.944 

5^,022 

WOTS 

LEASC-PCnTAl  Of  EO/Of*’lC£  SUPPLIES 

3. 044 

725 

024 

*3. >49 

W07S 

uCASC-ftCHTAt  Of  tO  MrtxS-'^APS-PLAeS 

344 

479 

443 

1 . 024 

W07"7 

LCA5£*ft€NTAL  Of  CQ/PUSICAl.  (  ^^S  ▼  -  ftAO  1  0- TV 

14 

0 

1 . 504 

43 

W07S 

LtASt"ft€NTAL  Of  fa  ftC-ftf amoral  EQUIP 

3t 

59 

23 

244 

W07S 

UiASC-ftCNTAc  Of  CO  ClCANMA  COiJ(P 

244 

137 

444 

249 

VOSO 

LfASf -PCNTAt.  0^  CO.  SPUSHf  S-PAI  NTS-ScAcCft 

142 

104 

72 

105 

WOAt 

LCASE'ftf 7;''Al  Of  CO^CONTa.mC^S'PACkaQinO 

24 

0 

32 

30 

WOII3 

LfASE'RfSTAL  Of  EO'TCx’iwfS*cCATNC;^-ruftS 

23 

32 

54 

74 

W0>4 

leasC'NCntac  Of  CO  CcO^Mtwe  •  inoivio  fo 

40 

117 

34 

152 

wess 

LEASC-PfNTAL  Of  CW ' TQ > TftI f $ 

43 

0 

0 

0 

WO«'. 

LtASe-RtMlAc  Of  tc  au»icva.tu»a«.  SORRUICS 

NA 

NA 

NA 

1  1 

WO#S 

LCASC-PENTAL  Of  CQ.  Live  AHIHALS 

13 

Q 

IS 

0 

W04S 

LC4Sf'*€p7AL  s>r  CO'S  ftStSTcwcc 

4  214 

4.  244' 

0  344 

10  225 

W031 

L  :ASf  PCftTAL  Of  fO  fUCwS-LUOt  CAN'^S  OUS 

5  314 

337 

0 

0 

west 

lCASEPCNTAL  or  CO/PISCCl.a^CAuS  equip 

t  0 . 324 

9.  722 

11.441 

5.477 

w 

rOTAi  cCAGC  Oft  ftCNTAC  Of  CO^M  PMCftT 

4 1 t . T04 

454.437 

549  402 

7  T  4  1 4  *» 

A 

LEASE  Oft  nNTAL  Of  fACIU'TtCS 

X  M  1 

LCAfC-ftCftT  Of  fAC  Of'iCC  ftuuoiwos 

507 

320 

315 

.754 

XMf 

LPAsc-ftr'4T  Of  f4c  c**<n  aopin'Svc  sloo* 

44 

212 

133 

224 

X  %  1 

ro*Ac  LfASC'ftCMT  Of  •^AC/AOMiN  A  sv<:  ouilcinos 

409 

539 

444 

47# 

, 

»  9S 

•  ■  s 

1 1  • 

at  t 

iCASC-PCN^  Of  fAC  ftAOAft  f  AACiLlTy 

NA 

NA 

412 

0 

af24 

tCASi  fttWT  or  *AC  ^jA^ftT  ftsi^AV* 

,NA 

12  ' 

0 

0 

LCASC-fttftT  Of  fAC  P'SSlLf  StSI'CTTS  fAC 

54 

•4 

44 

28 

aUS 

LCASF  ftfNT  Of  fAC  CLCT  amq  cOfP*  S»  S  fAC 

T4 

4 

244 

343 

LCASC-*'f»*lf  Of  fAC  OTmCA  'Alftf  ICwO  STftwCT 

17 

44 

Q 

xta 

total  ICASC  ftCMT  Of  ffC  A-ftflCiO  COfV'  4  miSSIcC  PAC  ITS 

12T 

1 . 070 

371 

•  9  • 

a  at 

xtjt 

Lt  Sr-ftCNT  Of  fAC  'SCmO^S  I 

PIA 

19 

0 

10 

LCA'E'ftfMT  Of  fAC  CruCA^IPftAL  SlOOS 

71 

39 

21 

74  1 

X .  3 

TOTAi  ltA*e-rfN’  OR  RAC  rOUCATIOSAV  OUII-OINOO  ■  1 

71 

94 

21 

751 

•  • 

*  • 

•  • 

tat 

Xf4« 

LEASE  PENT  tn  fAC'/0>H4ft  •«Sf*TAL  OCCXtS  | 

NA 

NA 

NA 

34 

■  1  4 

TOTA.  l4/SC*ftf«l*  Of  fAC  fft^AflTAL  OUMClNtiS 

0 

0 

0 

34 

** 

■  t 

s« 

a  a 

X1S1 

lease  ftCftT  Of  f«c  A^ft^lTtOft  ffCI*  iTlfS 

4t 

0 

0 

0 

X*St 

< CASL  ffN^  Of  fAC  ^MAIWTCMAftCC  ftcOOS 

744 

0 

0 

71 

XtS3 

LVASr  ftfWT  Of  fAC  /PftOOuCMOft  ftLOOS 

NA 

104 

140 

0 

XIS4 

LEASE-ftCftt  Of  fAC  /Awlf  CONSTffPAIft  fAC 

40 

0 

0 

42 

Jttss 

t.EAS*‘»CPT  Of  fAC  /OTMfff  IftO’^S^fttAL  SlOO 

NA 

NA 

74 

0 

xiS 

total  lCasC  ftrwT  Of  f  AC  /  IftOLSTftI  fi.  SWUOfftOS 

444 

104 

224 

1  13 

«  « t  ' 

f  •  • 

*  «  • 

a  a  a 

27 


Table  B.  Other  Services  and  Construction 
(Continued) 

(Amounts  in  Thousands) 


SERVICE 

CODE 


OeSCBIRTlOM 


FISCAL  YEAR 


XlCI 

xted 

LCA5€-WfNT  yw  rxc  /FAHICV  HOUSING 
uCASC-RENT  OF  FAC  /RECREA T » ONAC  BLOOS 
lease -RENT  OF  FAC  /TROOR  HOUSING 
lease -RENT  OF  FAC  /OTHER  RESIDENTIAL  BlO 

11. 10B. 

)  1 

I.57S 

6G0 

X16 

TOTAL  LEASC-KEN''  OF  FAC/KS 1 OTMT 1  AL  OUILOINOS 

IS, S2S 

oa«sas 

XI  72 

A  1  73 

X'  74 
Xt79 

LEASE -RENT  OF  FAC  /FOOD  STORAGE  BLOGS 

LEASE -RENT  OF  FAC  /FUEl  STORAGE  BlOOS 

LEASE-RENT  OF  FAC  /OREN  STORAGE  FAC 

LEASE 'RENT  OF  FAC  /OTHER  WAREHOUSE  BLOGS 

1,  tss 
13,533 

HA 

311 

X17 

total  lease -RENT  OF  FAC 'WAREHOUSE  BUILDINGS 

IS. 007 

Xt«1 

A.EASE-RENT  OF  FAC  /RSO  GOCO  FACILITIES 

30 

X1« 

total  lEASE-AENT  of  FAC/A  «  □  FACILITIES 

30 

a  a 

X191 

xtM 

LEASE-AENT  of  FAC  /EXMISITION  BUlLOINeS 

LEASE  AENT  of  FAC  /Ml SjELLANEOUS  SlOOS 

53 

112 

X19 

total  lease-rent  of  FAC/OThCR  BU’LOINGS 

tss 

a  a  a 

Xt 

TOTAL  LEASE-AEAT  OF  FAC/OUILOImO  STAOCTuAES  - 

30,  204 

X2t  t 

X2it 

lease -RENT  OF  FAC  /OAFtS 

lease -RENT  OF.  FAC  /OT^R  CONSV  STRUCTURE 

70 

NA 

X»t 

TOTAL  LEASe-AEAT  OF  'AC /COASEAVAT  lOA  «  CCVELOFfWAT 

70 

#• 

X224 

lease -AEAT  OF  FAC'AAAF^AO  FAC 

NA 

Kit . 

total  '.EAse-ACAT  OF  FAC'AiOMwArs  AOAOs  sTAccTs  s  Miooe 

1 

0 

•• 

XlJJt 

X239 

lease-rent  of  FAC  ZERO  -  COAL 

LFASC-RENT  of  FAC  /ERG  -  OTHER 

NA 

NA 

X23 

total  LCASC-AEAT  of  FAC/CLCCTAIC  AOWCA  aCNCAATION  (CAOl 

0 

a* 

X24I 

X244 

X249 

LCASC-RCNT  OF  FAC  /FuEl  SURRW 
lease -RENT  OF  FAC  /SCwCRAOE  S  WASTE 

lease-rent  of  FAC  /other  utilities 

NA 

74  t 

NA 

M24 

TOTAL  LEASE -AEAT  OF  FAC/V/T' LI  T  1  ES 

241 

a  aa 

Xt9« 

xtt# 

LCAM-AENT  of  FAC  /AECACA  NON-OLOO  STAUC 

LEAMiASAT  of  FAC  /OTHCA  AQA-OlOO  STAviCT 

1.071 

117 

XM 

TOTAL  LEASE-AEAT  OF  FAC/OTMEA  HOA-SUILOIAS  STAUCTUACt 

1 

f ,  ISB 

x« 

TOTAL  LEASE-AEAT ^OF  FAC/AOA  SWILOIW  STAUCTUACt 

1  .RtG 

Xaaaa 

R 

TOTAL  lease  00  ACATAL  OF  FACILITIES 

31 . TS3 

V 

OOMOTAUCYIOA  OF  STOUCTUOCt  S  FACILITIES 

y  1  H 

V1 19 

COASTAUCTIOA/OFFICt  SUILOIAOS 
eOASTAUCTIOA/QTACA  AOMIA  S  tCAVICC  SLOOO 

39.91B 
ttO. tOB 

VI  1 

total  COASTAUCTIOA/AOHIA  «  SVC  SUILOIAOS 

IBB.S24  , 

'  t 

.BOB  ' 

Table  B.  Other  Services  and  Construction 
(Continued) 

(Amounts  in  Thousands) 


SERVICE 

FISCAL  YEAR 

CODE 

DESCRIPTION 

1979 

1980 

1981 

1982 

Y  t  2t 

construct  JON^'AJ  4  '^RAFFrC  CONTROt  yq^ERS 

0.037 

10.224 

9.105 

1 .419 

Y\22 

CeSSTRUCTlON/AlR  TRAFPIC  TRAINING  FAC 

4B2 

1,930 

4.136 

2.469 

V  t  23 

construction- RA04R  «  NAVIGATIONAL  FAC 

7.329 

7,442 

6  969 

1 . 826 

Y124 

CONSTRUCTION/AIRROR'^  RUNWAYS 

32, !0S 

14,966 

33.545 

58,144 

Yt25 

COHSTRUuTlON/AlRRORY  TERMINALS 

9S4 

1  1.224 

407 

2.091 

Y*2« 

CONSTRUCTION. MI  SSI ue  SvSTEW  FACILITIES 

20.74t 

1  147.175 

91.631 

79.924 

Vt2T 

ELECTRONIC  4  COMMUNICATION  FACILITIES 

NA 

!  N« 

NA 

94.246 

Yi2a 

44.447 

54.415 

50 . 093 

1,286 

CONSTFIUCYION/OTHER  AIRFIELD  STRUCTURES 

94,442 

137,044 

235. 64 « 

179.691 

Y12 

TOTAL  lONSTRUCTIOH/AIRFIELO.  COMM  4  MISGIE  FACILITI 

ES  20s. 790 

374,470 

439.529 

•  s  s  3  a  3  X 

421 , 095 

3  3  •  3  a  X  3 

Ytat 

CONSTRUCT ! ON/SCHOOLS 

44,272 

33,424 

37.599 

26. 903 

Yt39 

ccnstruction/otmer  EOuCArio»w9L  buildings 

205.037 

42.547 

27.992, 

154.482 

YU 

’  TOTAL  CONSTRUCT  I ON/EOur ATI ONAL  BUIuOINGS 

25 1 . 309 

49.471 

55,591 

33  a • a  ■ 

213,365 

Yt4t 

CONSTRUCT ( ON / HOSN 1 TALS  AND  INFIRMARIES 

113. 154 

33,024 

105,594 

1 38 . 384 

VI  42 

CONSTRUCT ION/LABORATOR I ES  AND  CLiNtCS 

35,453 

14.594 

»I7.  651 

32.693 

VI  49 

CONSTRUCT ION/OThER  HOSPITAl  euiLOINOS 

4.412 

42. 170 

20.329 

4.771 

Yt4 

TOTAL  CONSTRUCT  1 ONy HOSP t TAl  BUILDINGS 

1,55.431 

44.747 

146.434 

175.848 

VtSI 

CONSTRUCTION/AMHUNI TION  facilities 

34,209 

159.375 

41 .316 

36.116 

Yt92 

CONSTRUCT  I ON/MAINTENANCE  BUILDINGS 

44,476 

54,137 

66.330 

90.772 

YU3 

CONSTRUCT lON/PROOUCT ION  BUlLOiNOS 

27, 359 

’  19.120 

7,516 

50.221 

Vt54 

CONSTRuCTION/SHIP  CONSTR  C  repair  FAC 

52,951 

19.404 

13,249 

8.641 

YUS 

CON»T*llCTIOt</T*NK-«UT3MOTlve 

NA 

14,139 

4,791 

10.  349 

VU9 

CONSTRUCT i ON/ other  INDUSTRIAL  BUILDINGS 

109. 703 

141,140 

207. 791 

115.401 

YU 

total  construct  I  on/ industrial  buildings 

247,494 

447,322 

341,133 

311. 500 

Yt9t 

CONSTRUCT  ION/ FAMILY  HOUSING 

325.453 

193.454  , 

444.491 

24 1 , 087 

YU2 

CONSTRUCTION  recreational  BUILDINGS 

67,414 

32.243  ! 

27.246 

56.008 

VU2 

CONSTRUCT  I  ON /TROOP  HOUSING 

220.432 

141.172  ! 

400.402 

477. 155 

Y194 

CONSTRUCTION/OININO  FACILITIES 

-NA 

2,094 

6.462 

I9.25t 

Yt9S 

RELIGIOUS  FACILITITES 

202 

74 

4,470 

4.705 

Y  .#• 

CONSTRuCTION/OTmCR  rcsiocntial  buildings 

47,502 

291.421 

44.414 

201 .054 

Y19 

total  construction/rcsiocntial  buildings 

452, '304 

600.442 

999,274 

V1T1 

construct ION/AMMUNIT; ON  STORAGE  BUILDING 

47,451 

27,434 

15. 754 

VI  72 

CONSTRUCT lON/FOOO  OR  GRAIN  STORAGE  BLOGS 

10.250 

2,915 

4.634 

VI  73 

CONSTRUCTION/FUCL  STORAGE  BUILDINGS 

IS. SSI 

4.794 

18.240 

Vt74 

CONSTRUCTION/OPCN  STORAGE  FACILITIES 

2,  702 

2.  742 

1 . 465 

Vt79 

CONSTRUCTION  other  WAREHOUSE  BuIlOINOS 

21 .210 

42.431  1 

52.775 

V17 

total  CONSTRUCyiON/WARENOUBC  builcingb 

BhrSH 

136,500 

114.407 

44,070 

Y191 

CONSTRUCT lON/RSO  -  GOCO  FACILITIES 

11.133 

11,442 

12.493 

4.050 

V19t 

CONSTRUCT! ON/ R40  -  GOGO  FACILITIES 

t.  174 

5.170 

19.924 

7.  230 

YU 

TOTAL  CONS<RUCT(ON/R  40  FACILITIES 

1  3.,  307 

25.477  , 

11, 240 

vt9< 

CONSTRUCTlON/MUBCUMi  €  EXHIBITION  BL0G4 

1.434  ’■ 

11.753 

18.21,2 

YI9t 

CONSTRUCT  ION/ testing  4  MEASUREMENT  BlOOS 

11,219 

34.200 

7,227 

Y1M 

CONBT«i;CT|ON/MlSCCLLA^OUS  BUlLOINM 

240.404 

304 , 749 

442,81 1 

n* 

TjOTAL  construct ION/OTHCR  BUILOINM 

910;  134 

250.400 

390.752 

1.014, 290 

VI 

TOTAL  conbtruction/ouiloinos  4  facility  structuacb 

2,  170,711 

2.443.000 

2.s«r,43a 

3.448. 888 

vtt  1 

CONSTRUCT  I0N/0AM9 

101 , T44 

230.045 

230. 152 

292.350 

Vfit 

CONSTRUCT  1  ON/CANALt 

7t.34B 

130.350 

254,  (liTO 

253.354 

vtl2 

construction/mine  fire  control 

50 

0 

0 

0 

Yflt 

construct ion/othcr  conscrvation-ocvl  str 

940.  294 

1 

130,300 

114,370 

188. 28Z 

Y2I 

total  CONSTRUCTION/CONBCRVATION  4  OtVlLOmiNt 

490.  300 

900.724 

404,492 

711,838 

20 


Table  B.  Other  Services  and  Construction 
(Continued) 

(Amounts  in  Thousands) 


SERVICE 

CODE 

DESCRIPTION 

1  FISCAL  YEAR 

1979 

1980 

1981 

1982 

V221 

CONSTRUCT  I  ON/ airport  SERVICE  ROAOS 

2,  123 

1,449 

1 .422 

6.676 

V222 

'  CONSTRUCT  I ON/HIGHWAYS- ROADS -STS -SR! DOES 

123, 796 

104. 196 

1 10,212 

273. 362 

V223 

CONSTRUCTION/TUNNElS  «  subsurface  STRUCT 

4.  661 

2.  189 

17,329 

12,266 

Y224 

CONSTRUCTION. PARKING  FACILITIES 

NA 

7.  126 

4,536 

3.603 

Y22 

total  CONSTRUCTION/HIQHWAYS.  ROAOS.  STREETS  4  BRID* 

fCS  130.940 

114,956 

133; 499 

296, 109 

s  X  s  a  s  »  s 

Y23t 

CONSTRUCT lON/EPG  -  COAL 

465 

29 

92 

19.023 

Y232 

CONSTRUCT lON/ERO  -  GAS 

26 

4,794 

9.  130 

499 

Y233 

CONSTRUCT lON/EPG  *  OEOTMERNAL 

NA 

NA 

NA 

92 

Y234 

construct:on/e^  -  mvoro 

112.166 

123.402 

66,026 

19.157 

Y235 

CONSTRUCT lON/EPO  -  nuclear 

NA 

NA 

NA 

17 

Y236 

CONSTRUCTION/EPO  -  PETROLEUH 

6.  331 

1,207 

376 

339 

Y237 

CONSTRUCTION/EPG  •  SOLAR 

1 .466 

39 

640 

660 

Y239 

CONSi^PUCTION/EPO  '  OTNER  INCL  TRANSN 

14.073 

9,994 

3,260 

3.649 

Y23 

TOTAL  CONSTRUCTION/ELECTRiC  POWER  OENCRATION  (EPO) 

1  34 , 569 

139,461 

75, 746 

39,446 

•  •  a  s  •  a 

Y24t 

CONSTRUCT  I ON/^UEL  SUPPLY 

29,962 

37.674 

31 .646 

16.947 

Y242  ' 

CONSTRUCT ICN/HEAT I  NO  AND  COOLING  PLANTS 

43.090 

46,039 

26, 726 

47. 706 

Y243 

CONSTRUCT ICN/POLLUT ION  ABATEMENT  4  CONTR 

26.034 

>40,316 

12,933 

7.269 

Y244 

CONSTRUCT lON/SEWERAOE  4  WASTE 

66,366 

97,614 

64.349 

29.932 

Y24S 

CONSTRUCT lON/WA’ER  SUPPLY 

46.659 

23, 646 

40. 133 

41 ,434 

Y249 

CONSTRUCT ION/OTrt£R  UTILITIES 

69,439 

66,200 

92, 132 

103.399 

Y24 

total  construction/utilities 

297,364 

273,669 

267.919 

247,669 

Y291 

CONSTRUCTION/RECREATION  N0N>BL00  STRuCTS 

43. 302 

' 36. 796 

27. 749 

25.665 

Y299 

•  COWTRUCTIOM/ALL  other  HON  BLDO  STRUCTS 

916, 193 

914,169 

934.717 

629,261 

Y29 

TOTAi  CONSTRUCTION/OTHER  NON-BUItOINO  STRUCTURES 

999.499 

952.961 

962,462 

650,946 

Y2 

total  COMSTRUCTIOK/NOH-BOILOIRO  structures 

1,619,364 

1,990.613 

1 . 664 ,116 

1,949.326 

V 

total  CONSTRUCTION  OF  STRUCTURES  4  FACILITIES 

3,766.079 

3,933.909 

4.591,556 

9,392,210 

z 

PMklNTCNANCC.  REPAIR  OR  ALTERATION  OF  REAL  PROPERTY 

Z1 1  ^ 

HA  I  NT • REPA 1 R - AL  TER  ^  OFF  ICC  BU 1 LO i NOS 

41 . 769 

99.670 

63,469 

71,634 

ZU9 

MAINT-RCPAiR-ALTER/OTHCR  AOMIN'SVC  OLOOS 

70.470 

92,691 

121.932 

U  .042 

21 1 

total  MAINT'RCPAIR-ALTCR/AOPIN  4  SVC  BUILDINGS 

112.299 

161.921 

209,019 

229,676 

2121 

MAI NT'RCPAIR-ALTCR/AIR  TRAFFIC  TOWERS 

316 

1,129 

1,299 

939 

2122 

MAINT-REPAIR-ALTCR/AIR  traffic  TNG  FAC 

266 

404 

249 

3,277 

2123 

MAINT-RCPAIR-AlTER/RAOAR  4  NAV  FACILITY 

1,601 

4.929 

1 . 949 

12.769 

2124 

nAiNT-REPAlR-ALTCR/AIRPORf  RUPIWAYS 

39. 179 

37,619 

99. 123 

94.199 

2129 

maint-rcpair-alter/airport  terminals 

909 

4. 942 

4,999 

3,019 

2129 

HAINT'RCPAIH'ALTER/MISSILE  systems  FAC 

2,  US 

13,604 

9,464 

22.099 

2127 

electronic  4  COMMUNICATION  FACILITIES 

NA 

NA 

NA 

11.972 

2129 

MAINT-RCPAIR-ALTER/CLCT  and  COfRI  SYS  FAC 

19,099 

20. 797 

17,741 

1 , 999 

2129 

MAtNT'RCPAIR-ALTCR/OTNCR  AIRFIELD  STRUCT 

27.492 

37,  749 

,  93,992. 

91 .479 

212 

total  haint-rcrair-alter/airriclo.  conn  •'•tissilc  I 

AC  99,732 

120,324 

174,499 

211,099 

2131 

MAI  NT’-REPAIR>  ALTER/SCHOOLS 

11  193 

9,399 

1 1 . 240 

20.719 

2139 

nAINT-RERAIR-ALTER.eOUCATIONAL  aLMS 

9.779 

9,  327 

23,202 

20. 149 

213 

TOTAL  MAINT-RCPAIR-ALTCR/COUCATIONAL  BUILOINOS 

17,939 

17,712 

34,442 

'  ••••■• 

40,994 

ZI4I 

RAINT-RCRAIR  ALTfR/f«SRITALS  4  IHRIRRARV 

M..  299 

29,991 

31,619 

193.991 

2142 

MAINT-RCPAIR-AlTCR/LAOS  4  CLINICS 

9,329 

9,092 

19,029 

19.299 

2149  . 

HAINT'RCPAIR'ALTER'OThCR  HOSPITAL  9L09S 

4.971 

11,021 

12,911 

7,  1  12 

414 

TOTAL  HA INT‘Pf PAIR- ALTER/ HOSPITAL  S0IL0IN9S 

79,499 

4*.  7M 

93,493 

179,361 

Table  B.  Other  Services  and  Construction 
(Continued) 


(Amounts  in  ^Thousands) 


SERVICE 

FISCAL  YEAR 

CODE 

DESCRIPi^pN 

1979 

1980 

1981 

1982 

Z1S1 

nAlNT-RCPAIR*ALTER/  AmC'lftTIQN  FACILITIES 

10,566 

5.2T7 

6,461 

7.466 

Z192 

MAINT-AEPAIR-ALTFR/*1A(rrENANCE  SuOOS 

16,264 

20,697 

i  61.320 

42,296 

Z193 

MAiNT-RErAIR-ALTER/PROPUCTlON  SLOOS 

3,466 

19,472 

[  26,621 

. 19,006 

Z194 

HAINT-REPAIR-ALTER/SMIP  SONST-RERAIK  FAC 

6.636 

0,469 

1  4,340 

1 ,  171 

Z199 

MA • 4T - REPA 1 R - AL TER/ TANK  - AgTOMOT 1 VE  FAC 

na 

2,969 

1  2.3T2 

9,421 

Zt9« 

HAINT-REPAiR>ALTER/OT:tER  INOIiSTRtAL  6LOO 

28.666 

60,972 

1  34,960 

64 . 079 

zis 

TOTAL  haint-repair-alter/inoustri AL  6u:loij«qs 

69.644 

67,346 

{  196,294 

136,469 

ztet 

RAlNT-REPAIR-ALTER/FAMILr  HOUSINO 

619.596 

t  .  287, 32r 

406,997 

490.943 

ziaa 

nAINT-REPAIR'ALTER/RECRCATIONAL  BL09S 

13.706 

1  10,698 

26,996 

'  31,024 

Z163 

MAI  NT -REPAIR- ALTER/ TROOP  HOUSING 

192, 367 

69,646 

13t .666 

200.971 

Z164 

NAlNT-REPAiR-ALTER/OININO  FACiLi flES 

I  96 

1 9, 154 

22, 937 

20,730 

Z169 

naint-repair-alter/rel:oious  fac 

'  •  NA  ' 

694 

1,872 

2.ri03 

2169 

haint-rcpair-alter/other  residential  blo 

13.796 

29,737 

31,113 

33  903 

216 

total  rtAINT-REPAIR-ALTER/RESIOENTIAL  BUlLOtNOS 

465,473 

439,913 

620,961 

736.074 

21  **1 

NAINT-RCPAIR- ALTER ^ANHO  STORAGE  BLOGS 

9,677 

6,961 

9.266 

6.942 

2172 

HAINT-REPAIR-ALTER/FOOO  STORAGE  BLOGS 

9.097 

4,021 

11,130 

1 3 . 763 

2173 

NAINT-REPAIR-ALTER/FUEL  STORACC  BLOGS 

4,912 

17,071 

19,642 

5.  337 

2174 

RAINT-REPAIR-ALTER/OPCN  STORAGE  FAC 

1.326 

2  927 

4,607 

1,864 

2176 

MAI  NT -REPAIR- ALTER,  other  WARF*".C.w4.e  BLOGS 

26,660 

36,210 

26, 1 14 

36,017 

217 

TOTAi^  HAINT-REPAIR-ALTER/WuREHOUSE  BUILOINOS 

90,611' 

63,410 

64.976 

66,123 

2161 

NAtNT -REPAIR-ALTER/RtO  GOCO  FACILITIES 

2.722 

4,916 

6.244 

10,613 

2162 

HAf nt-rcpaiR'Alter/r«o  oooo  facilities 

4.341 

4,661 

10.266 

6.666 

216 

TOTAL  HAINT-REPAIR-ALTER/R  6  0  FACILITIES 

7,066 

9,460 

16, 933 

19,481 

2161 

HA 1  NT  - REPA 1 R - ALTER/CXH f  B  t  T  f  ON  BU 1 LO I NGS 

1 ,  11.9  . 

1,114 

1,449 

2,966 

2162 

nAINT-PePAIM-ALTEK/teSTINa  BUILOINUS 

6.179 

4.618 

9.  130 

14,041 

2166 

HAl NT-REPAI R-ALTER/HI SCELLANEOUS  BLOGS 

161.224 

166,119 

*94,019 

319,436 

216 

TOTAL  HAIPT-REPAIR-ALTCR/OTMER  BUILDINGS 

199,924 

161,947 

1 

260,966 

332, 043 

1 

21 

total  haint-repair-alter/builoino  structures 

1,113,736 

1,137,619  j 

T.,  996.  743 

1 ,960. 176 

2*11 

HA 1  NT ' REPA 1 R- ALTER/OAnS 

'  7. 6C2 

14,942 

21,667 

29, 772 

2212. 

haint-rcpair- alter/canals 

1 . 693  1 

9,666 

6.269 

2.  624 

2216 

HAINT-RCPAIR-ALTCR/HINC  fire  CONTROL 

260  I 

0  1 

r,  194  ■ 

946 

2216 

NAINT-RCPAIR-ALTCR/OTMCR  consv  structure  . 

16,446 

36. 194 

69, 147 

96,104 

221 

TOTAL  HAINT-REPAIR-AlTCR/COWSERVATION  4  OEVELOPHENT 

29.004 

62, 309 

96,993 

66, 746 

2221 

HAfNT-RCPAIR-ALTCR/AIRPORT  SERV  JC  ROADS 

4.664 

7.220 

6.  166 

6,061 

2222 

HA  1  NT  •  REPA  1  R  -  AL  TER  /  Nt- :v  S  ■  ROADS  *6^1  DOCS 

67.092 

127,963 

123.324 

126,621 

2226 

HAINT-REPAIR-ALTCR 'TUNNELS-SU6SURF  STRUC 

1 , 766 

2,420 

2.463 

4.173 

2224 

HAINT-REPAIR-ALTCR/PARKING  FAC 

NA 

6,966 

17, 197 

29.779 

z*a 

TOTAL  HAINT-RCPAIR-ALTER/HIGHWAVS  ROAOS  STREETS  BRIM 

es 

93.910 

143,776 

191,162  1 

166.630 

Z231 

HAINT  KCPAIN-ALTCR/e^  *  COAL 

IBB 

71 

0 

269 

Z*3* 

HAINT-RCPAIRrALTCR/EPB  •  GAS 

1.B07 

*,23e 

623 

1,062 

2264 

MA'NT-RCPA:R-ALTCR/EFG  -  HYQRO 

40 

660 

206 

463 

2266 

HAINT-RCPAIR-ALTCR/EPG  •  PETROLEUM 

167. 

706 

726 

0,106 

2267  . 

NAINT-RCPAIR-ALTCR/CPG  '  SOLAR 

NA 

37 

0 

967 

2266 

HAINT-RCPAIR-ALTER/CPO  *  OTHER 

1  11,104 

16,619 

10,662 

12,710 

zn 

TOTAL  HAINT-REPAlR'ALTCR/ELCCTRtS  POWER  GENERATION  <1 

PG 

1 

16,077 

li.904 

12. 747 

*1.27* 

2241 

nAINr-REPAIR-ALTCR/FUCL  SUPPLY 

11,664 

11,263 

17,270 

14.621 

2242 

HAINT  RSPAIR-ALTER/MEAriNO  6  COOL  PLANTS 

67. 666 

63,642 

71 , 103 

76,679 

2246 

Ha  I  NT -REPA I R- ALTCR/POLLUT ION  ABArEHCNT 

1,667 

1,163 

2.326 

22. 664 

2244 

HA1NT-REPAIR-AL7CR/SCWCRAOE  6  WASTE 

62,446 

34,326 

62,606 

36,466 

2246 

haint-repair-alter/water  supply 

16,667 

26, 106 

64.060 

46.646 

ZM 

haint-rcpair-alter/other  utilities 

41,617 

46,164 

74 . 660 

62,474 

ZU 

TOTAL  nAINT'RfPAIR'ALTCO/uTILITKS 

144,993 

.176,717 

282.226 

*••,*•• 

Table  B.  Other  Services  and  Construction 
(Concluded) 

(Amounts  in  Thousands) 


SERVICE 

CODE 


DESCRIPTION 


FISCAL  YEAR 


22*1  nAINT-PIEPAIft*  aLTER/RCCKCA  NON-SlOO  STRUC 

Z2M  lA  1  NT •  REPA I  R •  AL TER/0THER'  NON •  BL’  3  STRUCT 


6.524  I  7.639  t t . 522 

159,670  I  251.492  301.211 


229  T07AC  RAIMT-REPAIR-A4.TER/OTHER  NON-eutLOlNO  STRUCTURES  I  162.394  I  259,131  I  *312.733 


22  total  nAtNT-REPAIR-ALTER/^tfN-SUlLOfNO  STRUCTURES 


11.943  I  664,496  625,423 


TOTAL  HAINTENAf«CE.  REPAIR  OR  ALTERATION  OF  REAL  PROPERTY  1.555,696'  I  1,602,115  I  2.424,166 


TOTAL  other  SERVrCCS  ANO  CONSTRUCTION 


*.725  665  20,366,321  22,046,534 


TABLE  C 


Net  Value  of  Prime  Contract  Award 
Over  $10,000 

for  Supplies  and  Equipment, 
by  Federal  Supply  Classification 
Code  and  Description: 

FY  1979,  1980,  1981,  and  1982 


Table  C.  Summary  of  Supplies  and  Equipment 

(Amounts  in  Thousands) 


FSC 

CODE 

DESCRIPTION 

1  FISCAL  YtAR 

1979 

1980 

1981 

1982 

to 

WEAPONS 

396,649 

71  1 , 367 

992.629 

1 . 472. 624 

1 1 

NUCl.EAP  OPONANCf 

79.093 

106, 209 

1 13,716 

103, 125 

12 

PIPE  CONTROL  EQUIPMENT 

993.696 

770,466 

909.670 

1 . 602, 063 

13 

AMMUNITION  IaNC  EXPLOSIVES 

1.931. 961 

1.535, 760 

1.666. 906 

3,001 ,064 

14 

OUIDEO  MISSILES 

2.744,736 

4.041 .663 

4.907,404 

9,796.636 

19 

AIRCRAFT  *  AIRFRAME  STRUCTURAL  COMPONENTS 

6.206,688 

7 , 206 . 696 

9,  391 . 096 

10,944,929 

16 

AIRCRAFT  COMPONENTS  ANO  .‘CCESSORIES 

603, 346 

797.763 

1  375.739 

1 .402.942 

17 

ACFT  LAUNCHING.  LOO.  «  ONO.  HANDLING  EQUIPMENT 

139, 769 

146. 937 

203. 352 

349. 327 

16 

SPACE  VEHICLES 

474.000 

445,379 

498.093 

7*3. 363 

19 

SHIPS.  SMALL  CFT.  PONTOONS  ♦  FLOATING  DOCKS 

3,642. 097 

3. 109, 997 

4.257.960 

4,592,601 

20 

SHIP  and  marine  EQUIPMENT 

61 , 699 

74.646 

90. 195 

197. 960 

22 

RAILWAY  EQUIPMENT 

643 

9,227 

9.332 

'19, 194 

23 

MOTOR  VEHICLES.  TRAILERS,  AND  CYCLES 

1,017. 140 

1,226.293 

2.019.231 

2.491 ,269 

24 

TRACTORS 

31 .690 

34,956 

31.160 

1 7 , 020 

29 

VEHICULAR  EQUIPMENT  COMPONENTS 

469.061 

444 . 466 

677.696 

1,397.487 

26 

TIRES  AND  TU6ES 

96,636 

64. 646 

76.119 

ICO. 966 

26 

ENGINES,  ruRdiNES,  AND  COMPONENTS 

3,  229. 166 

3,902.727 

9,021 .497 

5,414. 126 

29 

ENGINE  ACCESSORIES 

390. 799 

616,966 

941 . 004 

529,401 

30 

MECHANICAL  POWER  TRANSMISSION  EQUIPMCNT 

96.239 

99.973 

67,900 

67.696 

31 

BEARINGS 

67, 449 

73,694 

96.739 

1 16,261 

32 

WOOOUCRKINO  MACIMNERV  AND  EQUIPMENT 

1.466 

1.522 

2.  01 1 

3,441 

34 

METALWORKING  MACHINERY 

275.020 

243,612 

271 , 552 

62.739 

39 

SERVICE  and  trade  eoul  ='MCNr 

6,097 

6.  336 

1 1 , 012 

19, 147 

36 

SPECIAL  INDUSTRY  MACHINERY 

94.670 

97.669 

77. 319 

116. 972 

37 

agricultural  MACHINERY  ANO  EQUIPMEN.' 

3,  743 

4.169 

4.069 

4|496 

36 

CONST.  MINING,  CXCAVATir^  4  HWY  MAINTENANCE  EQUIP 

63. 693 

60, 991 

39,199 

119.913 

39 

MATERIAL?  HANDLING  EQUIPMENT 

121.007 

146. 166 

213.333 

27e. 250 

40 

ROPE  cable.  CHAIN  AND  FITTINGS 

20. 267 

34.441 

39.267 

39.417 

41 

REFRIGERATION  ♦  AIR  CONOITIONINC  EQUIPMENT 

74.463 

66, 369 

121 . 117 

1 94 , 809 

42 

FIRE  FIGHT  INC,  PESCUE  ♦  SAFETy  EQUIPMENT 

129.293 

132.613 

220, 123 

266,040 

43 

PUMPS  ANO  COMPRESSORS 

95. 796 

134.153 

167.920 

209,773 

44 

FURNACE.  STEAM  PL>NT.  DRYING  EQUIP  ♦  NUCL  REACTORS  319.963 

400, 969 

321,976 

1.334.941 

49 

PLUMBING.  HEA*IN3  «  SANITATION  EQUIPMENT 

27. 369 

20,919 

31 . 129 

40,902 

WATER  PURIFICATION  ♦  SEWAGE  'REATMENT  EQUIPMENT 

7.  343 

17,343 

27,646 

99, 646 

47 

PIPE,  tubing,  hose  ♦  fittings 

67.962 

90.616 

121.901 

102,619 

46 

VALVES 

61 .461 

99 , 626 

136.169 

179. 329 

49 

maintenance  ♦  REPAIR  SHOP  EQUIPMENT 

396.629 

499. 399 

941 ,442 

631 .239  > 

91 

HAND  TOOLS 

9,666 

19.009 

18. 114 

29. 643 

92 

MEASURING  TOOLS 

6,691 

4.441 

6,671 

4.786 

93 

HARDWARE  ANO  ABRASIVES 

72.477 

97.477 

124.693 

179,163 

94 

PREFABRICATED  STRUCTURE-S  •  SCAFFOLDING 

92,062 

i  92,490 

102.969 

199,246 

99 

LUMBER.  MM.LWORK,  PLTWOOO  «  VENEER 

34,66’» 

31.901 

34.091 

27,696 

96 

CONSTRUCTION  •  BU'LOINO  MATERIALS 

92.931 

49.79 

• 

72, 960 

76.993 

96 

COMMUNICATION  EQUIPMENT 

4.329.C63 

9.396,93 

6 

1^.617,  3a9 

7,649.596 

99 

ELECTRICAL  ♦  ELECTRONIC  EQUIPMENT  COMPONENTS  . 

646.  919 

•66.90 

6  ' 

1,293.466 

1.991 . 190 

60 

F»IIER  OPTICS  MATS.  COMPONENTS.  ASSEMBLIES  6  ACCESS 

3  0 

,  i 

IS 

3 

4.0/5 

2,947 

61 

ELEC'^RIC  WIRE.  «  PCWER  *  OISTPIBUTtON  EQUIPMENT 

369 .610 

429,70 

0 

609.490 

613.796 

62 

light  I  PIG  FIXTURES  AND  LAMPS 

39.439 

44,00 

2 

'  67.210 

90‘,  033 

63 

ALARM'  AND  SIGNAL  SYSTEMS 

23. 132 

13.70 

6 

29,066 

20.696 

69 

MEP'CAL.  dental.  ♦  VETCRINARV  EQ.;IPMENT  ♦  SUPPLIED 

264.476 

299.69 

2 

364,694 

406, 776 

66 

INSTRUMENTS  AND  LABORATORY  EOUiPMFNT 

627, 190 

•99.00 

4 

1 . 230  1 1 7 

1,629.771 

67 

photograph rc  equipment 

.  77. 174 

107.9^ 

4 

149.071 

197,329 

66 

CHEMICALS  ANO  CHEMICAL  PRODUCTS 

63. 609 

91,2^ 

• 

112, 169 

123.441 

69 

training  aids  and  DEVICES 

929. 337 

•99.  7^ 

4 

990.600 

632,742 

70 

OCNL  PURPOSE  AOPE  SOFTWARE.  SUPPLIES  ♦  SUPPORT  CQ 

U  443. BBS 

940.91 

4 

•10,379 

•91,730 

71 

FURNITURE 

fS.SBB 

•3.36 

2 

9:  . 999 

164,299 

72 

HOUSEHOLD  •  COML  FURNISHINGS  *  APPLIANCES 

39.439 

99.91 

9 

72,31 1 

92,943. 

73 

FOOD  PREPARATION  ANO  SERVING  EOUirMCNT 

29.B77 

3«.96 

•  . 

40.640 

91,424 

74 

OFFICE  machines,  VISIBLE  RECORD  EQUIP  *  AQP  EOt'  ■* 

39.399 

32.09 

1 

41 , 401 

92. 193 

79  . 

OFFICE  SUPPLIES  AND  DEVICES 

29.749 

29.  as) 

1 

40,992 

94,319 

76 

BOOKS.  MAPS  ANO  OTHER  PUBLICATIONS 

41,771 

41.40 

9 

93.440 

:  9 

49,077 

77 

MUSICAL  INST,  PHONOGRAPHS.  »  HOME  TYPE  RAC 109 

2.  ISO 

2.  11 

2 

.  2.0«3 

2.723 

76- 

RECREATIONAL  AND  ATHLETIC  ECUtPMENT 

2,  719 

4.99 

2 

9.  030 

9,292 

79 

cleaning  EQUIPMENT  AND  SUPPLIES 

39. 123 

40.70 

1 

49.603 

1.  94,197 

60 

brushes.  PAINTS.  SEALERS  AND  ADHESIVES 

9,099 

7.26 

• 

10.240 

1  13.472 

Tabid  C.  Summary  of  Supplies  and  Equipment 
(Concluded) 

(Amounts  In  Thousands) 


FSC 

CODE 


61 

83 

64 

65 

66 
69 
91 

93 

94 

95 

96 
99 


DESCRIPTION 


CONTAINERS.  RACKA0IN6  ♦  PACKING  SUPPLIES 
TEX  LTHR.  FURS.  APPAREL  ♦  SHOE  FIND.  TENTS 
CLO'-tING  AND  INDIVIDUAL  EQUIPNENT 
TOILETRIES 

AO.'^:  I  CULTURAL  SUPPLIES 

LIVE  .NIMALS 
SUBSISTENCE 

FUiLS.  LUBRICANTS.  OILS  AND  WAXES 
»'ONHETALLIC  FABRICATED  MATERIALS 
NONMETALLIC  CRUDE  MATERIALS 

METAL  BARS.  SHEETS  AND  SHAPES 

ORES.  MINERALS  AND  THEIR  PRIMARY  PRODUCTS 

MISCELLANEOUS 


TOTAL 


SUPPLIES  AND  EQUIPMENT 


FISCAL  YEAR 


1979 

1980 

1981 

1982 

59. 763 

77, 590 
433,995 
21.669 
5,077 

75.456 

197, 129 
625.674 
25.647 

6.096 

100,670 
242.650 
626.61 1 
33.725 
7,643 

120.521 
21  1 .015 
613,651 
35,569 
7.546 

566 

1 .530.570 

4. 144.426 
15,556 

566 

533 
1,535.322 
7.026.575  j 

21.307 

620 

266 
1.633. 975 
12.937.310 
26,562 
1,115 

269 

1.767.753 

10.576,676 

42.622 

667 

66,565 

4,604 

249. 339 

78.941 

10,404 

154.213 

97.240 

10,777 

266,261 

90,674 

14^615 

267.567 

3,6.451 ,561 

46,950,576 

64,059,290 

72,621,422 

Table  C.  Supplies  and  Equiprrient 

(Amounts  in  Thousands) 


FSC 

DESCRIPTION 

FISCAL  YEAR 

C0D" 

1979 

1980 

1981 

1982 

^  0 

\  cos 

WEAPONS 

GUNS  THROUGH  30  NM  i 

144,112 

162,457 

457.630 

699, 969 

lOtO 

OUNS  OVER  30  MM  UP  TO  75  MM 

5,929 

10, 635 

13,769 

6,296 

1015 

GUNS  75  MM  THROUGH  125  MM 

46.941 

69. 917 

$9,076 

63. 943 

1020 

GUNS  OVER  125  MM 'THROUGH  150  MH 

1,256 

2,730 

41 . 340 

12.299 

1025 

GUNS  OVER  150  MM  THROUGH  200  MM 

43,234 

141,725  ' 

56,737 

111, 943 

1030 

GUNS  OVER  200  MM  THROUGH  300  MM 

51 

254 

2.  700 

147 

1035 

OUNS  OVER  300  MM 

51 . 712 

124,196 

2,  146 

1,319 

1040 

CHEMICAL  WEAPONS  AND  EQUIPMENT 

6,71  7 

6.770 

7,604 

3.  975 

1045 

LAUNCHERS  TORPEDO  AND  DEPTH  CHARGE  - 

1,786 

3, t59< 

9.  139 

4,247 

1055 

LAUNCHERS  ROCKET  ANO  PYROTECHNIC 

1 . 940 

9.  696 

13,046 

28. 306 

1070 

NETS  ANC  BOOMS  ORDNANCE 

279 

D 

199  ' 

12 

1075 

DEGAUSSING  ANO  MINE  SWEEPING  EQUIPMENT 

2,564 

2,461 

4.046 

6,  344 

1060 

CAMOUFLAGE  ANO  OECEPT 1  ON  EOUl PMENT 

46,420 

60,016 

46,464 

42.933 

1090 

WPNS  ASSY  interchange  PETWN  2  OR  MORE 

3,909 

6,999 

9.  990 

7,963 

1095 

MISCELLANEOUS  WEAPONS 

42, 377 

74,410 

236,599 

501 .314 

TOTAL 

396,645 

711,367 

992,629 

1 .472,624 

1 1 

1  105 

NUCLEAR  ORDNANCE 

NUCLEAR  BOMBS 

1 , 960 

956 

2,  173 

1 . 696 

1110 

NUCLEAR  PROJECTILES 

1,941 

9,  191 

1,403 

1 . 369 

1115 

NUCLEAR  WARHEADS  AND  WARHEAD  SECTIONS 

2,541 

2,327 

917 

450 

1  127 

NUCLEAR  ROCKETS 

NA 

NA 

300 

341 

1  1  30 

CONVERSION  KITS,  NUCLEAR  ORDNANCE 

771 

0 

20 

0 

1  135 

FUSING  ANO  firing  DEVICES  NUCLEAR  ORD 

9.  547 

12,702 

14,209 

1 1 .494 

1  140 

NUCLEAR  COMPONENTS 

15,135 

33,244 

79,406 

64 . 365 

1  149 

NUCLEAR  EXPLOSIVE  ANO  PYROTECHNIC  COMPS 

35 

0 

0 

0 

1  190 

NUCLEAR  TEST  ANO  HANDLING  EQUIPMENT 

43.965 

46, 717 

14,919 

2.  626 

1195 

MISCELLANEOUS  NUCLEAR  ORDNANCE 

*462 

72 

379 

422 

TOTAL 

75,053 

106,209 

113. 716 

103,125 

12 

1210 

FIRE  CONTROL  EQUIPMENT 

FIRE  CONTROL  DIRECTORS 

i  311 

606 

973 

1 .790 

1220 

FIRE  CONTROL  COMPUTING  SIGHTS  6  DEVICES 

113,326 

160.725 

109,692 

'104.127 

1230 

FIRE  CONTROL  SYSTEMS  COMPLETE 

116,661 

207,449 

107,077 

304,639 

1240 

OPTICAL  SIGHTING  AND  RANGING  EQUIPMENT 

62,222 

64,456 

121,258 

'  464.494 

1250 

FIRE  CONTROL  STABILIZING  MECHANISMS 

1 .351 

396  . 

3.649 

*1,102 

1260 

FIRE  CNTL  DESIGNATING  <  INDICATING  EQUIP 

91,999 

65,104 

96,641 

109, 165 

1265 

FIRE  CONTROL  EQUIPMENT  EXCEPT  AIRBORNE 

-473 

16,046 

43. 291 

96,900 

1270 

AIRCRAFT  GUNNERY  FIRE  CONTROL  COMPONENTS 

53,312 

75,074 

241 .614 

125,913 

1260 

AIRCRAFT  BOMBING  FIRE  CONTROL  COMPONENTS 

45,513 

35, 731 

72. 122 

147.686 

1265 

FIRE  CONTROL  RADAR  EQUIP  EXCEPT  AIRBORNE 

1  56,783 

46.336 

79.664 

239,497 

.  1267 

FIRE  CONTROL  SONAR  EQUIPMENT 

3,606 

9,349 

2,669 

2,592 

1290 

MISCELLANEOUS  FIRE  CONTROL  EQUIPMENT 

26,663 

66,994 

32.644 

46,420 

TOTAL 

593,696 

770.466 

90S.6>0 

'  1,602^063 

13 

AMMUNITION  AND  EXPLOSIVES 

1 

1309 

AMMUNITION  THROUGH  30  MM 

‘  213,571 

220.666 

217.272 

476,436 

1310 

AMMUNITION  OVER  30  MM  UP  TO  75  MM 

2,326 

6,399 

6,333 

6.122 

13  VO 

AMMUNITION  79  MM  THROUGH  1 25  MM 

79,674 

100,212 

206,394 

294,61 1 

1320 

AMMUN 1  T I  ON,  OVER  1 29'  MM 

193,024 

256.047 

320,959 

914,426 

1329 

BOMBS 

154,526 

141,900 

174. 024 

406, 663 

1330 

GRENADES 

i  37,611 

26.969 

21,389 

29,962 

1336 

GUIDED  MSL  WARHEADS  •  EXPLOSIVE  COMPS 

49. T9e 

24,016 

34,239 

167, 905 

1337 

MSL  ANO  SPACE  VEH  EXPLOSIVE  PROPULSION 

20,967 

30,706 

19,991 

93,600 

1336 

MSL  ANO  SPACE  VEM  INERT  PROPULSION  . 

44 , see 

20,269 

9,964 

9,  396 

13V0 

ROCKETS  %ND  ROCKET  AMMUNITION 

1  do; 521 

109,336 

79,997 

209,930 

1349 

LAND  MINES 

72.776 

96.619 

17,946 

33, 667 

1390 

UNDERWATER  Mlf^E  INERT  COMPONENTS 

S.S22 

6,791 

9,076 

24,121 

1391  ' 

UNDERWATER  MINE  EXPLOSIVE  COMPONENTS 

74,367 

96,31 1 

77,092 

9,971 

1399 

TORPEDO  INERT  COMPONENTS 

119.695 

174,246 

79,843 

131,167 

1396 

TORPEDO  EXPLOSIVE  COMPONENTS 

69,966 

95,666 

94.409 

132,416 

1360 

DEPTH  CHARGE  INERT  COMPONENTS 

NA 

1,406 

*441 

192 

1391 

DEPTH  CHARGE  EXPLOSIVE  COMPONENTS 

439 

476 

*33 

400 

1365 

MrLITARV  CHEMICAI,  AOENTS 

1  596 

268 

933 

467 

1370 

PYROTECHNICS 

1  ie,4»3 

18,946, 

20,409 

49,966 

1379 

DEMOLITION  MATERIALS 

9.  '‘38 

7,352 

7.  164 

16,673 

1376 

BULK  EXPLOSIVES 

13. aao 

47,723 

90.074 

69,206 

1377 

CARTKIDOE  «  PROPELLANT  ACTUATED  DEVICES 

1  36,852 

39,967 

92,397 

93,767 

37 


r  >■ 


ev- 


Table  C.  Supplies  and  Equipment 
(Continued) 


(Amounts  in  Thousands) 


FSC 

DESCRIPTION 

FISCAL  YEAR 

CODE 

1979 

1980 

1981 

1982 

13 

1  360 

AMnUNITlON  AND  EXPLOSIVES 

military  OIOLOQICAL  AGENTS 

NA 

N4 

27 

0 

1  365 

EXPLOSIVE  ORD  DISPOSAL  TOOLS  -  SURFACE 

1.175 

1.144 

693 

3.700 

1366 

EXPLOSIVE  ORD  OMPOSAL  TOOL -UNDERWATER 

1  1)5 

13 

321 

4.089 

1  390 

FUSES  AND  PRIMERS 

173, 151 

60, 586 

169, 927 

247,230 

1395 

miscellaneous  AMMUNITION 

3 . 062 

1  3,060 

1 2 , 093 

22. 696 

1398 

AMMUNITION  HANOLINO  AND  SERVICING  EQUIP 

5.  250 

16,460 

10, 734 

10,457 

TOTAL 

1,531,981  , 

1.535,780 

1,656,906 

3,001 ,064 

14 

GUIDED  MISSILES 

1410 

GUIDED  MISSILES 

797,697 

724, 176 

1,319,590 

1 ,214,649 

1420 

GUIDED  MISSILE  COMPONENTS 

710.366 

'.306.455 

1 .007, 654 

1 ,363, 716 

1425 

GUIDED  MISSILE  SYSTEMS.  COMPLETE 

177,831 

493,475 

1,462. 893 

1,644.964 

1427 

GUIDED  MISSILE  SUBSYSTEMS 

213, 257 

192, 131 

210, 936 

219. 844 

1430 

GUIDED  MISSILE  REMOTE  CONTROL  SYSTEMS 

419, 993 

562,861 

491 ,853 

431 ,642 

1440 

LAUNCHERS  GUI  DEO  MISSILE 

242,  01  7 

519.266 

291 . 661 

695.505 

1450 

GUIDED  MISSILE  HANDLING  SERVICING  EQUIP 

163. 373 

221 , 499 

103.017 

206.516 

TOTAL 

2.744.736 

4.041, 663 

4,907. 804 

,5,796,636 

15 

1510 

AIRCRAFT  *  AIRFRAME  STRUCTURAL  COMPONENTS 

AIRCRAFT  FIXED  WING 

5,046, 930 

5. 915. 106 

7,469,454 

7,437,693 

1520 

aircraft  rotary  wing 

497.276 

506.862 

710,961 

1.771,311 

1540 

gliders 

33 

194 

21 

971 

1550 

DRONES 

56,636 

32.167 

31,750 

70,921 

1560 

AIRFRAME  STRUCTURAL  COMPONENTS 

605, 61 1 

750,329 

1 , 136,670 

1 . 664,033 

TOTAL 

6.206,666 

7,206,656 

9,351,056 

10.944.929 

16 

1610 

AIRCRAFT  COMPONENTS  AND  ACCESSORIES 

AIRCRAFT  PROPELLERS 

29  :  624 

35,510 

35,957 

45. 309 

1615 

HELICOPTER  ROTOR  BLAOES-ORIVE  MECMANISIM 

122,666 

164, 737 

.275,541 

21’1 .257 

1620 

AIRCRAFT  landing  GEAR  COMPONENTS 

61 , 675 

54.219 

93,297 

210. 792 

'  1630 

AIRCRAFT  WHEEL  AND  BRAKE  SYSTEMS  '  ' 

35.569 

59. 736 

130,492 

139, 234 

1650 

AIRCRAFT  HYDRAULIC  VACUUM  OE- ICING  COMPS 

63,512 

86. 376 

191, 654 

226, 935 

1660  . 

AIRCRAFT  AIR  CONDITIONING  HEATING  EQUIP 

63. <69 

57. 943 

75,690 

113. 960 

1670 

PARACHUTES  RECOVERY  $YS  AND  TIE  DOWN  EQ 

69.lJ'J3 

59, 236 

51,160 

70 . 002 

1660 

MISCL  AIRCRAFT  ACCESSORIES  COMPONENTS 

145,610 

216,924 

521 . 926 

363,433 

TOTAL 

603, 346 

757, 783 

1.375,739 

1.402.942 

17 

1710 

ACFT  launching,  LOO.  «  GNO.  HANDLING  EQUIPMENT 

AIRCRAFT  ARRESTING  BARRIER  6  EQUIPMENT 

15,495 

15.544 

25.953 

61 . 267 

1720 

AIRCRAFT  LAUNCHING  EQUIPMENT 

13.246 

13.000 

33,946 

43,633 

1730 

AIRCRAFT  GROUND  SERVICING  EQUIPMENT 

92,335 

91.629 

126  651 

'  17^.166 

1740  , 

AIRFIELD  SPECIALIZED  TRUCKS  AND  TRAILERS 

'8,667 

26.564 

14,600 

66,259 

total 

139,765 

146.937 

203,352 

349,327 

16 

SPACE  VEHICLES 

‘ 

' 

1610 

SPACE  VEHICLES 

361.862 

300. 339 

223,312 

141.871 

1620 

SPACE  VEHICLE  COMPONENTS 

96,453 

112,643 

167,500 

573. 794 

1630 

SPACE  VEHICLE  REMOTE  CONTROL  SYSTEMS 

4.367 

5.960 

4.696 

7.767 

1640 

SPACE  VEHICLE  LAUNCHERS 

155  '  j 

142 

19.646 

2.694 

1650 

SPACE  VEHICLE  HANOL'NO  6  SERVICING  EQUIP 

9,123  1 

18.223 

22 . 737 

27,237 

1660 

SPACE  survival  EQUIPMENT 

NA 

46 

0 

0 

TOTAL 

474,000 

445,375 

456,093 

753.363 

19 

1900 

SHIPS,  SMALL  CFT,  PONTOONS  ♦  FLOATING  DOCKS 

FRIGATES  AND  CORVETTES 

696,100  ^ 

625.012; 

729. 666 

605.943 

1901 

AIRCRAFT  CARRIERS 

776.499 

1,219, 149 

' 132,645 

81,121 

1902 

CRUISERS 

40.314  1 

2aa,3i4 

745.262 

336.275 

1903 

DESTROYERS 

660.704  1 

61,999 

33,017 

•12,096 

1904 

SUBMARINES 

1.133.101 

531.020 

1.566.475 

2.665.574 

Mm.  VMMI 

38 
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Table  C.  Supplies  and  Equipment 
(Continued) 

(Amounts  in  Thousands) 


FSC 

CODE 


19 

1909 

1906 

1907 
:906 

1909 

1910 
191  1 

1919 

1920 

1921 
1924 
1929 
1926 

1929 

1930 

1939 

1940 
1949 
1990 
1999 
1990 


20 

2010 

2020 

2030 

2040 

2090 

2060 

2090 


22 

2210 

2220 

2230 

2240 

2290 


23 

2309 

2310 
2320 
2330 
2340 
2390 


24 

2410 

2420 

2430 


29 

2910 

2920 

2930 

2940 

2990 


FISCAL  YEAH 

DESCRIPTION 

'.•jao 

1981 

1982 

1979 

SHIPS,  small  cft.  pontoons  ♦  ploatino  docks 

subchasers 

26,919 

94,237 

11 U . 992 

1  16. 717 

MINELAVPPS  AND  HINESweEPL^i  1 

43 

1 , 067 

0 

64,446 

LAND! NO  CRAFT 

190 

6.499 

3P  ip.9 

79.076 

TOPPEDO  BOATS  AND  SUN  BOATS 

433 

19.461 

3'l,  065 

4.763 

hydrofoils 

14,117 

36.317 

97. 714 

36,676 

TRANSPONT  VESSELS  -  PASSENOEP  >.«’  TROOP 

BSS 

734 

4  371 

306 

AMPHIBIOUS  ASSUALT  SHT'C 

99,477 

44.921 

334, 964 

309, 290 

CARSO  AND  ''ANKER  Vf;:,cLS 

20,073 

14.429 

219.447 

96,409 

FtSHINO  VESSCl.i' 

NA 

1 . 966 

0 

1,202 

TUOr  ANO  TOWBOATS 

291 

19. 906 

20,499 

3, 640 

RtPAlS  SHIPS 

1  107.212 

134 

1  23.444 

0 

rrsOER  VESSELS 

41.793 

13,034 

27,666 

32,494 

SALVAGE  VESSELS 

!  249 

40 

54,511 

69,662 

RESCUE  VESSELS 

NA 

NA 

BARGES  AND  iGHTERS  CARGO 

i  22,247 

256 

9.269 

27,476 

BAROES  AND  LIGHTERS  SPECIAL  PURPOSE 

3,797 

42.474 

69,337 

29 . 299 

SMALL  CRAFT 

.5,136 

13,990 

7,919 

27,267 

PONTOONS  AND  FLOATING  DOCKS 

2,733 

17,310 

294 

6.  634 

FLOATING  DRYOOCKS 

376 

1  321 

49 

360 

DREDGES 

tO,2‘yO 

41,234 

16,372 

6,477 

MISCELLANEOUS  VESSELC 

9,291 

993 

3,314 

3,046 

TOTAL 

1  3.642,097  ' 

3, 109,997 

4,257,980 

4,992, 6v> 

SHIP  AND  MARINE  EOUIPMENT 

SHIP  AND  BOAT  PROPULSION  COMPONENTS 

23,716' 

26, 190 

24,944 

67.647 

RIOOING  AND  RIGGING  GEAR 

S94 

771 

S,B71 

1  2,SS7 

DECK  MACHINERY 

1,176 

1,960 

6.699 

1  14,690 

MARINE  HARDHARE  AND  MULL  ITEMS 

9,920 

13,677 

17,967 

74,428 

BUOYS 

603 

474 

i  1 . 069 

693 

COMMERCIAL  PISHING  EOUIPMENT 

NA 

NA 

NA 

1 9 

MISCELLANEOUS  SHIP  AND  MARINE  EQUIPMENT 

29, 944 

29,674 

39, 693 

S7,SSS 

TOTAL 

61,695 

74.646 

90,199  . 

197,960 

RAILWAY  EQUIPMENT 

LOCOMOT 1 VES 

.  379 

1,066 

62 

130 

RAIL  CARS 

61 

6,  149 

7,906 

14,060 

RAILROAD  RIGHT  OP  WAY  CONSTR  EQUIP 

>246 

1  .403 

699 

62 

LOCOMOTIVE  «  RAIL  CAR  ACCESSORIES  «  COMP 

29 

73 

1 1 1 

216 

TRACK  MATERIALS  RAILROAD 

620 

920 

992 

724 

TOTAL 

643 
•  •• 

9,227 

9,332 

18, 194 

MOTOR  VEHICLES.  TRAILERS',  AND  CYCLES 

GROUND  EFFECT  VEHICLES 

1,497 

752 

1,998 

?a426 

PASSENGER  MOTOR  VEHICLES 

12.411 

14,696 

26,922 

1 1 , 989 

'  TRUCKS  AND  TRUCK  TRACTORS  WHEELEO 

323,066 

229,636 

606,999  I 

930,428 

TRAILERS 

96, 322 

94,232 

67,394  1 

169,096 

MOTORCYCLES  MOTOR  SCOOTERS  AND  BICYCLES 

1,426 

1,776 

•  1 . 693 

1,216 

COMBAT  ASSAULT  t  TACTICAL  VEH  -  TRACKED 

620,49." 

931,041 

1,266.709 

1 ,460,936 

TOTAL 

1,017, 140 

1,226,293 

2,018.231 

2,491 ,289 

TRACTORS 

TRACTORS  PULL  TRACK  LOW  SPEED 

7,766 

9,909 

16,649 

3,461 

TRACTORS  WMCTLrn 

17,934 

10,614 

9,066 

12,622 

TRACTORS  TRACK  LAVIM  MIOM  SPEED 

6,966 

14,333 

7,466 

.  737 

TOTAL 

31,690 

34.8SS 

31,160 

17,020 

VEHICULAR  EQUIPMENT  COMPONENTS 

VEHICtA.AR  CAB  BODY  PRAMC  .STRUCTURAL  COMP 

2S,28S 

29,213 

33,726 

8B.7S2 

VEHICULAR  POWER  TRANSMISSION  COMPONENTS 

133,696 

194,269 

270, 27S 

SS4, I2S 

VEHICULAR  BRAKE  STEERING  AKLE  WHEEL  COMP 

196,993 

132,106 

490,461 

S07, les 

VEHICUL'AH  PURNITURE  AMO  ACCESSORIES 

92,996 

93,966 

SS,  7SO 

69, 871 

MISCELLANEOUS  VEHICULAR  COMPONCNTS 

116, 176 

SO, SOS 

4S,  SSS 

64,938 

i 


Table  C.  Supplies  and  Equipment 
(Continued) 

(Amounts  in  Thousands) 


FISCAL  YEAR 


CODE 

DESCRIPTION 

1979 

1980 

1981 

1982 

25 

VEHICULAR  EQUIPMENT  COMPONENTS 

TOTAL 

469a 061 

444,466 

877.656 

1 . 397.487 

26 

TIRES  AND  TU6E$ 

1 

[  ■»«»•■« 

2610 

2620 

2630 

2640 

TIRES  (  tubes  pneumatic  EXCEPT  AIRCRAFT 

TIRES  AND  TUBES  PNEUMATIC  AIRCRAFT 

TIRES  SOLID  AND  CUSHION 

TIRE  REBUILOINO  -  TIRE'S  TUBE  REPAIR  MTL 

32.026 

19.013 

1.327 

4.270 

38  977 
21,633 
655 

3.  963, 

36,669 

39. 179 

936 

3.  731 

57.450 

40.761 

297 

2.960 

TOTAL 

96.636 

64,548 

7S. 1  IS 

100.566 

: z  s  «  sa 

aaaaaaa 

26 

ENOINES,'  TUROINES.  ANO  COMPONENTS 

2609 

2610 
2615 
2620 

2629 

2630 

2639 

2640 
2649 
2690 
2699 

OAS  RECIfROCATINO  ENO  -  EXCEPT  AIRCRAFT 

SAS  RECI  PROCAT  1  NO  ENO  -  AIRCRAFT  ,*  COMPS 

DIESEL  ENGINES  ANO  COMPONENTS 

STEAM  ENGINES  RECIPROCATING  S  CtHFONENTS 
steam  turbines  ANO  COMPONENTS 

WAI^R  TUR8.NES  -  WATER  WHEELS  S  COMPS 

OAS  TURBINES  ANO  JE"  ENO  EXCEPT  AIRCRAFT 

GAS  TURBINES  ANO  JET  ENGINES  AIRCRAFT 

ROCKE  ENGINES  ANO  COMPONENTS 

gasoline  rotory  engines  s  components 

MISCELLANEOUS  ENGINES  AND  COMPONENTS 

12.412 

3.  194 
240.947 

lev 

63.602 

13.396 

113.011 

2.774,320 

7,331 

172 

772 

67,662 

3,  666 
166,925 
217 
43,946 
13,292 
176, 669 
3.401,268 
9,469 
199 

1 . 596 

28.478 

7.007 

300.532 

994 

69 . 699 
4.768 
406.020 
4.189.567 
7.450 
999 
6.831 

45, 722 
18,351 
397. 107 
1,931 
94 , 294 

1 . 220 
516.  712 
4“.  253,  107 
77,090 
244 
8.350 

total 

3,229, 166 

3,902,727 

9,021,497  1 

S,41A, I2S 

29 

ENOINE  accessories 

2910 

2919 

2920 

2929 

2930 

2939 

2940 
2949 
2990 
2990 
2999 

ENGINE  FUEL  SYS  COMPONENTS  NONAIRCRAFT 

ENGINE  FUEL  SYSTEM  COMPONENTS  AIRCRAFT 

engine  electrical  sys  comps  nonaircraft 

ENGINE  electrical  SYS  COMPS  •  AIRCRAFT 

ENOINE  COOLING  SYS  COMPS  -  NONAIRCRAFT 

ENOINE  COOLING  SYS  COMPONENTS  -  AIRCRAFT 

ENGINE  A'P  «  OIL  FILTERS  •  NONAIRCRAFT 

ENOINE  Air  S  OIL  FILTERS  -  AIRCRAFT 
TURBOSUPERCHARGERS 

Ml  SC  ENOINE  ACCESSORIES  -  NONAIRCRAFT 

MISC  engine  accessories  -  AIRCRAFT 

26, 900 
106,319 
39,791 
14,2Ci 
10,194 
3,367 
12,297 
1,969 
73,262 

1 1 , 963 
90.499 

40,769 

159,597 

47  674 
15,921 

21 , 693 
1,697 
12,637 
4.743 
299.969 
13,456 
42,327 

30.893 

203,848 

49.091 

23,896 

1^,426 

6.044 

11.26- 

7,536 

107,690 

14, 740 
79,616 

46. 691 
238.906 
56. 259 
20.672 
24,068 
12.214 
19.759 
3.  852 
<4,474 
21.188 
60. 362 

total 

390,799 

618, 966 

541 ,004 

929  401 

a  :  a  a  s  a  a 

aaaaaaa 

30 

MECHANICAL  POWER  TRANSMISSION  EQUIPMENT 

3010 

3020 

3030 

3040 

TORQUE  CONVERTERS  ANO  SPEED  CHANGERS 

DEARS  PULLEYS  SPROCKETS  ANO  iRANS  CHAIN 

6ELTIN0  DRIVE  BELTS  FAN  BELTS  6  ACCESS 
MISCELLANEOUS  POWER  TRANSMISSION  EQUIP 

9,676 

27,073 

716 

17,972 

6.937 
26. 396 
626 
19,694 

1 1 .868 
43,262 
1.203 
31,127 

9.352 
35,400 
1.449 
41 .649 

TOTAL 

96,239 

95.973 

87,900 

87,856 

31 

BEARINGS 

3110 

3120 

3130 

bearings  ANTIFRICTION  UNMOUNTED 

BEARINGS  PLAIN  UNMOUNTED 

BEARINGS  MOUNTED 

47. 149 
16,094 
2.202 

53. 223 

1 7, 890 
2.04,1 

67.121 

29.420 

4.  194 

81  .'esf 

31 ,807 
2,556 

TOTAL 

67,449 

73,et'4 

'  9fi,735 

116,261 

32 

WOODWORKING  MACHINERY  AND  EQUIPMENT 

3210 

3220 

3230 

SAWMILL  ANO  PLANING  MILL  MACHINERY 

WOODWORK  1  NO  MACHINES 

TOOLS  -  ATTACHMENTS  FOR  WOODWORKING  MACH 

36 
1,369 
'  61 

29 

649 

898 

82 

1 .689 
240 

734 

2.696 

49 

TOTAL  . 

1,466 

1.922 

2,-11 

3,441 

Table  C.  Supplies  and  Equipment 
(Continued) 


(Amounts  in  Thousands) 


FSC 

DEbT.BlPTION 

FISCAL  YEAH 

CODE 

1979 

1980 

1981 

'  1982 

34 

3405 

1  NO  NACMlStNV 

SAWS  ANO  P‘'L!NG  machines 

2.212 

2.  W9 

2!  663 

2.  142 

2.  339 

34Ca 

NACmI‘«  CENTEI^S  and  ^AY  T-AC  HACM»f*£S 

6.790 

4.  >59 

10.039 

3410 

ElFCTAICAl  4  Ul'^9ASON|C  fAOSION  MACHINES 

949 

496 

362 

601 

\  1 

9C6I  ^'G  MACHI  \ES 

3,337 

6.640 

3,414 

7.  74? 

3412 

broaching  machines 

104 

36 

639 

12 

3413 

DRILLING  ANO  ’APWINO  machines 

6.671 

1 .413 

1 ,372 

6.  996 

3414 

3EAR  CUrtlNG  ANC  FINISHING  MACHINES 

NA 

•40 

'  163 

1  SI 

3415 

OR  1  NO  1  NO  MACHINES 

9,147 

6,669 

17. 661 

7,  336 

34  6 

lathes 

9.674 

24 , 032 

23.649  1 

19.003 

341  7 

milling  machines 

9  904 

11.292 

12.246 

6.  609 

3419 

RLANERS  ANO  SHAPERS 

966 

1S3 

400 

906 

3419 

Ml SCEi  LANEOuS  machine  tools 

146.276 

119.512 

27.964 

4.416 

3422 

PW'.siNO  mills  anc  ^Rawing  machines 

376 

0 

137 

19 

3424 

metal  meat  treating  equipment 

1 . 33« 

2.663 

2.  774 

4.426 

3426 

METAL  FINISHING  COuIPMENT 

S29 

3.  717 

4.916 

1  360 

3431 

electric  arc  WElO'NG  eOUlPMENT 

3.  060 

2.671 

4,443 

4 . 0*^  7 

34  32 

ELECTRIC  resistance  hELOINO  EQUIPMENT 

409 

997 

136 

410 

3433 

GAS  <it:LjlN6  HEAT  CLT'^INO  '  MCTALiZiNO  tCk 

2.723 

2  219 

2.663 

3, 049 

3436 

WElOING  positioners  ANO  manipulators 

209 

37 

172 

61 

3436 

MISCELLANEOUS  wElOING  EQUIPMENT 

1  .  14S 

2.  790 

336 

1 . 007 

3439 

MiSC  WELCING  SOlOCRINO  6  BRAZING  SUPPLY* 

9.093 

6.  764 

-  12.662 

6.969 

344  1 

eCNOING  ANO  FORMING  MACHINES 

2.  244 

3.SS2 

2.524 

9.336 

3442 

mvOPA.jLIC  ANC  pneumatic  PRESS^'S  POWER  OR 

1 , 04t 

652 

2.  102 

1 . 636 

3443 

MECHANICAL  PRESSES  POWER  DRIVEN 

361 

269 

799 

761 

34  44 

manual  presses 

163 

196 

430 

476 

3445 

PUNCHING  ANO  SHEARING  MACHINES 

2.44S 

2.  921 

4. 342 

3,653 

3446 

FORGING  machinery  ANO  HAMMERS 

191 

214 

396 

1 .041 

1447 

WIRE  ANO  F'ETAL  ribbon  forming  MACHINES 

S43 

42 

474 

42 

344  6 

'‘(VEXING  ^.ACHINES 

126 

117  1 

191 

220 

3449 

M$c  SECMNOARY  META'.  FORM!  NO -cutting  MACM 

96.474 

32,666  I 

126,976 

*46.466 

34  50 

MACHINE  TOOLS  portable 

729 

160 

392 

676 

3455 

CUTTING  tools  for  MACHINE  TOOLS 

1,266 

1.946 

1 . 779 

2.072 

3456 

CUTTING  TOOLS  FOR  SECONDARY  MCTAL  MACH 

416 

1  19 

969 

700 

3460 

MACHINE  tool  ACCESSORIES 

1 .464 

1  ,'416 

1 .699 

2.094 

3461 

ACCESSORIES  -SCCONOARt  METALWORKING  MACH 

163 

202 

69 

62 

3465 

PRODUCTION  JIGS  FIXTURES  ANO  TEMPLATES 

NA 

669, 

4.277 

62 

3470 

MACHINE  SHOP  SETS  KITS  AND  OUTFiTS 

1.666 

263 

79 

263 

total 

279, 020 

271 . 992 

62. 739 

39 

3910 

SERVICE  ANO  TRaOE  equipment 

laundry  and  OR.y  cleaning  eOufPMENT 

1 

1  4.627 

9.  601 

9.  264 

6.  301 

3920 

SHOE  repairing  equipment 

2) 

33 

46 

1  14 

3930 

I  NO  sew  I  NO  MACH  6  MOBILE  Te)>T|(.E  SHOPS 

260 

343 

2,  640 

2.166 

3540 

WRAPPING  AND  PACKAGING  MACHINERY 

1.964 

1 . 376 

1 , 774 

2.496 

3950 

VCNOING  Ar*D  COIN  operated  machines 

264 

14 

62 

0 

3990 

MISC  SERVICE  ANO  TRAQC  equipment 

661 

771 

623 

2^046 

TOTAL 

6.097 

6,  336 

1,012 

19,  t  »7 

36 

SPECIAL  IhOUSTRy  machinery  .  . 

’ 

■ 

3609 

fOOO  (^fWOUCTS  ANO  eOulW-CHT  ■ 

346 

466  , 

t.299 

Mt 

3610 

PRINTING  Duplicating  t  books inoi no  couir 

27,201 

30.474 

32.21^ 

33  663 

361  1 

industrial  marking  machines 

26 

99 

231 

637 

3619 

Pulp  ano  paper  industries  machincrv 

6B1 

1  .  613 

624 

1.623 

3620 

RUBBER  6  Plastic  working  machinery 

234 

1  162 

396 

3629 

tcktile  industries  Machinery 

390 

1  30 

470 

1  S3 

3630 

CLAY 'CONCRETE  PRODUCTS  INOuRTRlES  MACH 

NA 

13 

r67 

3B 

3639 

crystal  6  Glass  industries  machinery 

34 

369 

426 

3C40 

TOBACCO  MANUFACTURING  MACHINERY 

NA 

33 

24 

63 

3699 

chemical  and  pharmaceutical  machinery 

406 

29* 

203 

934 

3659 

gas  .GENCRATiNO  AND  OlSPENSINO  SYSTEM 

1 1 , 934 

If.OBA 

27.472 

31.737 

3660 

industrial  size  reduction  machinery 

62 

173 

166  . 

216 

3670 

printed  circuit  board  MFG  MACH 

706 

1 .  IBB 

963 

3,690 

3660 

foundry  machinery  related  equip  6  SUP 

666 

1  .••• 

1,194 

6,313 

3669 

specialized  metal  container  MPG  mach 

It 

0 

26 

34 

3660 

SPECIAL! ZED  AMMUNITION  AND  ORDNANCE  MACH 

1.B00 

9.466 

29,473 

3693 

industrial  ASSEMBwY  machines 

114 

•B 

200 

369 

3664 

CwEAN  WORK  stations  ENVIRONMENT  EQUIP 

'  326 

416 

622 

BOB 

3666 

Ml scellameous  special  industry  machinery 

3.324 

7.246 

4,966 

6.614' 

94. *70 


97.  M9 


77.919 


M9.f7t 


Table  C.  Supplies  and  Equipment 
(Continued) 

(Amounts  in  Thousands) 


FSC 

FISCAL  TEAR 

cooe 

description 

1979 

1900 

1961 

1982 

37 

AOftI  cultural  MACHINCftY  Af«0  COUlft^^ENT 

3710 

37ao 

3730 

3740 

37S0 

3700 

3770 

90  iL  ^ftCPAftATJON  e0UlP*«»T 

HA4VCSTIN0  E0UIP^^NT 

OAlftV  POULTftY  AMO  LIVCSTOOC  EOUlPWCMT 

PEST  DISEASE  AMO  EftOST  COMTftOu  COOlPflCNr 

0A20ENIN0  IMPLEMEMTS  AMO  TOOLS 
animal  DftAWN  vehicles  AMO  EAftM  tpAlLCftS 

SADOLEftY  hAUMCSS  MMIPS  AND  PuftNiSMINOS 

999 

24 

MA 

990 

2.041 

MA 

229 

93 

Ift 

19i 

097 

9.490 

Of 

9* 

104 

31 

0 

290 

3.310 

90 

232 

159 

129 

29 

439 

3.441 

0 

307 

total 

3,749 

4,  T99 

4,009 

4,496’ 

3« 

CeM;;T.  niNINS.  EOCAVATIMO  »  HWV  HA  1 MTENAMTE  EOUIF 

3009 

3«10 

3019 

3920 

3929 

3930 
3939 
3999 

CAftTH  MOVtNO  AMO  EaCAVATIMO  COuIPMCNT 

CftAMCS  AMO  CftAMC- SHOVELS 

.C4AMC  AND  C4AMC* SHOVEL  ATtACNnCNTS 

NIMIMO  MOCK  DftiLLiMO  EAKTh  OOftINO  EQUIP 
ftOAO  CLYAAIMO  AMO  CLCAMIMO  EOUIPMCNT 

TftUCK  AMO  TftACrOft  AYTAChHENTS 

PETPOlEUM  PPOOoCTIOM-OlSTPIftuTlOM  EQUIP 

Mi SCElLANEOUS  COMSTPUCTION  EQU  PMCMT 

17,939 

21,119 

739 

9.  199 
9,920 
794 

901 

7,  747 

27,900 

10, 000 

1 . 099 
2,900 

20.  303 
990 
932 
9,973 

0.  323 

14.049 

1.070 

4.032 

4.  791 

2.319 

190 

9.900 

41 .930 
29. 424 
1,990 
7,154 
13.049 
1.499 
3.997 
17,740 

TOTAL 

ft3,9ft9 

90,99T 

30,199 

11s. 913 

3ft 

MATEftlALS  HANOLImO  COUIPHCMT 

3910 
39>9 
3020 
3930 
3940 
'  3990 
3ft«0 
3990 

COMVEYOPS 

MATfftlALS  PECOEPS 

■  MAT  hamolino  equip  •  non^elp -pmopelleo 

WAPEHCUSC  TPaS  4  TftACrOftS  SPlP ' ppopcllco 
•LOCKS  tackle  fttOOIMO  AMO  9L 1 M09 

WINCHES  HOISTS  CftAMES  AMO  OCftftlCKS 

CLCVATOftS  amO  CSCA(.  atoms 

Mi SCELLANEOUS  KATfMIALS  M4M0LIN0  EQUIP 

24,291 

2,939 
90.994  1 

1,904 
U.490  1 

479  , 

17.099 

14.017 

342 

9.933 

90,940 

1 . 077 

10.049 

•oo 

27. 039 

4.002 

90 

4.794 

109.439 

3.  <92 

29  929 
999 

92.927 

17. 021 
240 

1 1 . 5» 1 
192. 099 
4.900 
94,422 
9;  7 
49.904 

TOTAt. 

UI.OOT 

140. 100 

>ts.  )3J 

E7».  E90 

40 

6A«I.C.  CMAIN  ANO  E|TT|p«' 

40  0 
4020 
4090 

CHAIM  AMO  WIPE  POPE 

PI9EP  POPE  COPOAOE  ANO  TwiMC 

P1T'*'INQ9  pop  pope  CA»LE  AMO  CHAIM 

10,940  I 
7.799 
1.9^ 

1ft.  290 

19. 049 

2.  300 

19.907 

19. S92 

2.999 

17.470 

12.990 

4.  909 

TOTAL  1 

1 

20.207 

94.441 

39,297 

39,417 

41 

ECnttMMTIOH  •  Ain  COMOITIOMINS  COUIAMCHr 

.  ! 

' 

41  10 

4120 

4190 

4140 

KCrniMnATioM  equip 

Ain  CONOITIOMINO  EQUIA 

nCEttibcnATioN  a**  aih  coNOiTioniNQ  comp 
^ANQ  Ain.  cincucATons  «  M.owcn  covin 

»0.027  1 

40,404 

14,727 

14,09T 

29. 739  j 
49.2T9 
24.990  1 

19,109 

•< .nst 
2*. nco 

t«.40l 

T0TA4. 

74,409  - 

••.90«r 

121.117 

iS4,no« 

42 

Eint  eiqmtino.  ncMuc  •  SAEcrv  eouiemcnt 

.  ' 

4210 

4220 

4290 

4240 

Einc  eiomtino  eouiemcxt 

MAniNC  LIECSAVIM  and  OIVINQ  COUlfMCNT 
occontaminatiiM  anq  innncoNATiMO  couie 

SAEITY  ANO  nCECUC  COUIEMCNT 

40. 190 
22.049 
10.99O 

92, 129 

94.990 

10,044 

19.079 

M,090 

99.900 

19.909 

19,299 

134.890 

•«. I2« 

M.  MO 
11,910 
•  93.  SM 

total 

192, 019 

220. 129 

209.040 

49 

EUMP«  aho  connncEMnn 

4910 

4320 

4990 

cawEnnionn  ano  >/acu««i  Eunn« 

Eowcn  ANO  HAND  nuNE* 

CCNTNIEUOAL*  MEANATOna  ANO  EuTtns 

tT.nTT 
.  M.039 
tQ.M* 

49.919 

101.899 

17.  lit 

99. 197 

1 33 . 039 
17,999 

TOTAt. 

M.  TOO 

194,199 

197,820 

209. 779 

42 


Table  C.  Supplies  and  Equipment 
(Continued) 

(Amounts  in  Thousands) 


FSC 

CODE 


44 


4410, 

4420 

4400 

4440 

4460 

4470 


4S 

4510 

4520 

4500 

4540 


4510 

4520 

4500 


47 

4710 

4720 

4700 


40 

4510 

4520 


45 

4510 

4520 

4521 
4520 
4525 
4527 

4500 

4501 
4500 
4505 
4540 
4550 


ft 

5110 

5120 

5100 

5100 

5105 

5140 

5150 


FISCAL  YEAR 


DESCRIPTION 


FU5MACC.  STEAM  5LANT  OMVINO  EQUIP  «  NUCL  REACT055 
INOUOTPtAU  00!LE5S 

HEAT  EXCHAHOCPS  ANO  STEAM  C0N0CN$E5S 
IH0UST51AL  fuPHACES  KtLHS  LEM5S  4  OVENS 
OKI  EPS  DEMV05AT05S  Al«0  ANMVOPATOPs 
a;p  pup  in  cat -sn  equipment 
NUCLCAP  PEACTOPO 

TOTAL 


PLUMStMO,  HEATINO  «  SAMITATfOM  COUIM^NT 

PLLMBtNQ  nxTjPES  ANC  ACCESSOPIES 
SPACE  HEATINO  EQUIP  ANO  WATEP  HEATEP5 
FUEL  5UPNIN0  EQUIPMENT  UNITS 
NISC  PLUMOiNO  HEATINO  4  SANITATION  EQUIP 

total 


WATEP  PUPinCATION  •  SCWAOE  TPCATnENT  EQUIPMENT 

WATCP  PjPfnCATtON  COUIPMCNT 

WAXES  OlSTtt. cation  equip  HAPINC  5  I NOUST 

SCWAOC  TPEATMCNT  EQUIPMENT 

TOTAL 


PIPE.  Tw5tN5.  HOSE  *  PrTTINOS 

PIPE  ANO  TU5C 

HOSE  and  TuOtNO  PLEXIOlC 

PITTINOS  *  HOSE  PIPE  5  TU5C 

total 

VALVES 

VALVES  POWEPEO 
VALVEjO  NOnPOwEPEO 

total 


MAINTCNANCC  ^  PEPAI5  SHOP  EQUIPMENT 

MOTOP  VCMfCLC  MAINTCNANCf  COUIPMCNT 
AIPCPAPT  NAINTCNANCC  5  PCPA 1 P  S*^  EQUIP 
T05PC00  NAINT  PCPA IP  S  CMCCVOUT  EQUIP 
depth  CMAPQCS'NINCS  MAINT  S  PfPAlP  EQUIP 
AI5«UNiriON  MAiNTENANCC'  '  CMCCAOUT  EQUIP 
POCKET  NAINTCNANCC  ANO  PCPA t P  COUIPNENT 
LUQPtCATION  5  PuEL  OISPENSINO  COUIPMCNT 
PIPE  CONTPOL  maintenance  EQUIPMENT 
WEAPONS  NAINTCNANCC  COUIPMCNT 
5UI0C0  MISSILE  MAiNTfMANCC  COUIPNENT 
NISCCLLANEOUi  MAiNTENANCC  COUIPMCNT 
SPACE  VCMICLC  MAINTENANCC,  eOUIPMENf 

TOTAL 


NANO  TOOLS 

NANO  TOOLS  COOCO  NONPOWEPEO 
NANO  TOOLS  NOnCOQCO  hONPOWEPEO 
HAND  TOOLS  PEVCP  OPiVEN 

OPILL  51 15  COUNTfPOONES  ANp  COUMTfPSIMRP 
TAPS  DIES  ANO  COLLETS  NANO  ANO  NACNIPC 
TOOL  ANO  MAPQWAPf  OOaCS 
SETS  KITS  ANO  0UTPIT5  OP  NA;:0  TOOLS 


1979 

1980 

1981 

1982 

13.555 

15,545 

16, 366 

23.507 

2.175 

3.555 

5,603 

4,961 

1 . 545 

2.022 

3.074 

2.322 

2,  545 

2.577 

3.  352 

'  2.741 

I  .361 

5,  055 

3.756 

7.926 

257.557 

371.053 

265,423 

T . 252 . 664 

315, 553 

400, 555 

321,576 

1 . 334 , 54 1 

5.555 

5.  113 

5.451 

7.633 

12.351 

5.524 

14,252 

22. 731 

5,.  734 

1 . 745 

3,  346 

4,044 

3. 345 

4.037  1 

5,030 

6,054 

27.355 

20,515 

31  ,  125 

40,502 

4.751 

13. 055 

24,513 

86, 300 

953 

2.555 

2.  357 

2.066 

1.S1* 

1,552 

476 

1.460 

7,343 

17,349 

2'>:646. 

55,640 

20.352 

35.575 

33,410 

55,651 

*a.373 

22.370 

4>,»4> 

•9,317 

24.247 

92.770 

44,626 

56.507 

•7.tM 

50,515 

i>i,*«i 

(••.•IS 

20.539 

21 .  fit 

37, 129 

47.41 1 

50.525 

79,  705 

55.066 

127.515 

51,451 

55.525 

135,165 

i 

179.325 

27,917 

27,557 

! 

89,555 

97.705 

209, 795 

575.457 

851.95V 

970. 540 

9,501 

1.450 

’  *. !>• 

•39 

50 

•  1 

70 

192 

507 

1 1 . >77 

t.*** 

S,207 

NA 

NA 

18 

442 

5.552 

5.500 

17.595 

40.055 

5.  145 

11.950 

94,447 

20.559 

t,»i« 

5.592 

9.752 

16  540 

70.125 

51.554 

57.852 

79. 455 

91.555 

M.aoa 

57.509 

••.4«4 

5 

•M 

175 

9.525 

955.555 

455.955 

•4l,44t 

591,295 

150 

a«e 

•01 

1.005 

4.M* 

•  .••9 

10.550 

1.595 

■  •  107 

>.••0 

4.574 

920 

•00 

141 

•04 

111 

•47 

158 

210 

•M 

•0* 

1.454 

1.195 

t,4l> 

•  ,4M 

•.79a 

P  •  •  -  •  • 

•,•«• 

total 


15.  1  U 


20.545 


1 


Table  C.  Supplies  and  Equipment 
(Continued) 


(Amounts  in  Thousands) 


FSC 

FISCAL  YEAH 

CODE 

1979 

1980 

<961 

1982 

52 

HCASUKINO  TOOLS 

' 

5210 

5220 

52*0 

WCASoRINO  TOOLS  CRAr-'SHCHS 

i1«S^£CTI0N  OAOrS  4  P6CCiSiON  LAYOUT  TOOL 

SE-TS  KiTS  ANO  OUTriTS  0^  NCASU6INO  TOOLS 

6T1 

5.20S 

5T5  , 

1,226 

1,664 

1,346 

536 

5.  966 

36G 

-  1 , 336 
2,664 
965 

total 

6.651 

4,441 

6.671 

4. 788 

53 

HAlOWAlf  AMO  A56A$1VES 

5305 

530C 

5307 

5310 

5315 

5320 

5325 

5330 

5335 

5340 

5345 

5350 

5355 

5360 

5365 

screws 

50LTS 

STUOS 

MUTS  ANO  WASHERS 

NAtLS  KEYS  ANO  RtNS 

RIVETS 

^ASTEHINO  DEVICES 

RACKING  ANO  GASKET  NArERfALS 

nctal  screen  I  no 

HI scellaneous  hardware 

DISKS  ANO  STONES  AORASi  E 

AORASiVE  materials 

KN06S  ANO  POINTERS 

COIL. PLAT  ANO  WIRE 

RINGS  SHIMS  ANO  SRAC.V'S 

3.  707 
4,706 

743 

1 1 . 525 

1, 753 

6.  155 
2.645 

14. 732 

155 

15,325 

47 

2.337 

275 

2.436 

1 .536 

5,512 
5,026 
1,551 
15,273 
2,990 
5,01 1 
3,423 
15.044 

157 

23,557 

215 

1.456 

436 

653 

2.250 

6.207 

1 1 . 61 6 
.2, 142 
22,574 
2.665 
r 1 . 606 

3.  506 

19. 055 

242 

35. 761 

61 

666 

465 

1.632 

3.634 

7.  600 

1 1 . 646 
2.130 
26. 791 
22. 204 

9.  736 
5,630 
30,464 
207 
44.613 
204 
3.  162 
792 
6.923 
6.  166 

total 

72.4T7 

57.477 

1 14 . 663 

176, >63 

54 

p«€FA«»icATeo  srmjcTufWs  ♦ 

5410 
541  1 
5420 
5430 

5440 

5445 

5450 

RRCPA5RtCATeO  ANO  R0RTA6LE  iuUOlNOS 

RIGID  wall  shelters 

SRiooes  PixEO  AND  Floating 

STORAGE  tanks 

SCARPOlOING  COUIRMCNT  ANO  CONCRETE  KORNS 
RRCFASRICATEO  TOWER  STRUCTURES 
miscellaneous  RRCFA6RICATC0  STRucTiiRCS 

45. 145 

NA 

32. 167 

7.  171 
1.265 

512 

2.776 

26,576 

54 

14.793 

1,103 

1,472 

526 

4.666 

30  S70 
7.036 
^'.357 

13. 156 
',900 

515 

5,425 

41.460 

16,240 
96, 966 
32. 323 
1.654 

1  .  146 
7.429 

TOTAt 

52.062 

52.450 

102.655 

IS*.  24* 

55 

LUnKK.  niLLWOM.  Pt-VWQOO  «  VtKCEM 

5510 

5520 

5530 

LUNGER  ANO  RCLATEO  6AS1C  WOOO  MATERIALS 
millwork 

RLY%4eOO  ANC  VENEER 

25.666 

222 
.6.  747 

24.953 

306 

6,630 

29 . 065 

909 
6,91  7 

21 ,477 
401 

5.  620 

total 

34,66/ 

31,901 

34.051 

27, 666 

56 

COMOTRUCT  lOH  •  aUlLOIMO  •mtcmials 

5610 

5620 

5630 

5640 

5650 

5663 

5670 

5660 

mineral  construction  materials  sulk 

SulLOING  GLASS  T|lC  SRfCK  ANO  6LOCK 

FIRE  ANO  CONOUI*^  HONMCTALlIC 

WAL«.60a50  slog  6  THERMAL  'INSULAT:0N  MAT 

HOOKING  ANO  SIDING  MATERIALS 

FENCING  fences  ANQ  GATES 

ARCHI rrCTuCAL  A«0  RELATED  MfTAL  RROOUCTS 
MISCELLANEOUS  CONSTRUCTION  MATERIALS 

26,036 

6.  716 

126 

2,367 

547 

4,412 

566 

7,007 

42.277 

2,013 

405 

1,515 

756 

3.455 

.1.215 

20.452 

46.261 

4,.  169 
166 

5.275 

1.056 

3.560 

2.262 

12.776 

.  1 

TC*TA‘. 

52,531 

46.  756 

72,950 

76,963 

M 

COMMUNICATION  COUIPMCHT 

' 

5606 

56*0 
561  1 

5615 

5620 

5621 
5625 

5616 

5630 

5631 
5635 

TtLCFMONC  ANO  TCLCnNANM  COUINNCNT 

COMHLNI  CATIONS  SCCUMITV  rOUIN  ANO  COMPS 

OTNfP  CNYPTOtOOIC  eOUIPNCNT  S  COMPONtNTS 

TfUfTYPC  ANO  FACSINlLf  fOOlPN«NT 

PAOlO  TV  rOOIPNtNT  exCtPT  AIAOONNC 

NA010  ANO  TV  tOUIPNCNr  AIAOONNC 

NAOtO  NAVIOATION  COUIP  -  CACtPT  AIAOONNC 

AAOIO  NAVIOATION  COUIPNCN*  AIAOONNC 

INTCNCOMN  PUOCIC  AOONCSS  SYS  CM  AIAOONNC 

INTtACOMN  PUOLIC  AOONCSO  AVO  -  AINOONNC 
•OUHO  ACCONOINO  «  ACPAOOUCINO  CQUI  PNCNT 

56,057 

55.275 

12,256 

57. 641 

425.570 

102.503 

35, 545 

113,347 

7.525> 

15,227 

36,443 

cc.rcs 

IM.COO 

S.MC 

•I.44S 

SM.4S* 

csa.MS  . 
M.OM 
iCn.nm 
17.40* 

is.ott 

4*. 414 

77.402 
210.6^3 
7.743 
56.21 1 
565.123  t 
145,257 
102,557 
205. 125 
15.545 
12.205 
37.214 

120.0*1 

332.217 

14,417 

•1 . *•* 

1.0*4,887 

2S3,SI* 

1  14,014 

*08, 3*S 

'  *0,9*« 
8.377 

47.48* 

44 


Table  C.  Supplies  and  Equipment 
(Continued) 

(Amounts  in  Thousands) 


FSC 

DESCRIPTION 

FISCAL  YEAR 

CODE 

1979 

1980 

1981 

1982 

sa 

5a40 

COHMUNICATION  EOUIPHCNT 

9A0A9  eOUlPnSNT  EXCEPT  AI9S09NC 

430.099 

999,714 

947.071 

907. 291 

saat 

9A0A9  eOUIPHENT  AiaseANC 

924. 347 

919,192 

929,019 

1.134, 739 

9a45 

UNDCRWA'^Ca  SOUNO  EQUi1»HeNT 

994,629 

943,236 

760.411 

991 .060 

saao 

VtSISLE  INVISI&ue  LIOHT  COfVIUN  EOUtPHCNT 

12,625 

24 , 699 

16. 149 

13,395 

sass 

NiOHT  VtSiON  EQOiPnCNT 

193,337 

212. 921 

372,979 

196.449 

aaao 

9TIHULATED  COHERENT  RADIATION  OCVICES 

3.490 

9.939 

34,299 

33, 169 

aaas 

ELCT  COUNTERMEASURES  9  QUICK  REACT  EQUIP 

1  ,  139.774 

1,294,932 

1 .964,297 

1 . 924 . 274 

9a  as 

NISCELLANCOUS  COMMUNICATION  EQUIPMENT 

923.472 

609, 770 

794,961 

997, 391 

total 

4,325,693 

9,359,939 

6.617.349 

7,949,999 

sa 

9909 

electrical  «  ELECTRONIC  EQUIPMENT  COMPONENTS 

RESISTORS 

7,599 

9,926 

9,229 

14.936 

9910 

capacitors 

3.999 

S.M7 

7.440 

9,379 

5919 

Rilters  ano  networks 

13.761 

19,943 

1;9.379 

29,91 1 

9920 

FUSES  ANO  LlOHTNrNQ  ARRESTERS 

3.291 

3.379 

9.099 

9,999 

9929 

CIRCUIT  BREAKERS 

6.407 

7,660 

12,370 

13.991 

9930 

SWITCHES 

23,099 

30. 179 

40,913 

53.032 

9939 

CONNECTORS  ELECTRICAL 

27.493 

29, 349 

39. 370 

49, 997 

saao 

LUOS  terminals  ano  TERNINAL  STRIPS 

5.020 

9.913 

7,529 

11.1^9 

9948 

RELAYS  ANO  SOLENOIDS 

21.121 

22, 959 

36. 742 

39.694 

5990 

COILS  AKO  TRANSEORMERS 

14.052 

16. 992 

21 ,669 

39. 399 

9999 

piezoelectric  crystals 

<*<? 

412 

3,972 

449 

9990 

ELECTRON  TUBES  4  ASSOC  HARDWARE 

139.944 

159.769 

219.021 

293. 339 

9961 

SEMI  CONDUCTOR  DEVICES  t  ASSOC  HARDWARE 

9.  726 

10,243 

14,799 

19,749 

9992 

microcircuits  -  ELECTRONIC 

17.929 

23,399 

32.414 

41 . 022 

996;j 

etecT»0Hic  fiooutes 

NA 

33,909 

121,999 

129, 733 

9999 

HEADSETS  handsets  microphones  9  SPEAKERS 

13.969 

17,912 

22. 999 

31,411 

99T0 

CtrCTKICAL  INSULAToAS  ANO  INSULATINO  MAT 

4.  19B 

3.  613 

4.072 

4.999 

9979 

CbECTRICAL  HARDWaaRE  AND  SUPPLIES 

9.290 

9,329 

11,691 

21 .132 

9977 

eLeeTAicAc  com’act  onuAHes  t  electiwocs 

2.  142 

2.797 

3.630 

4.492 

9999 

ANTENNAS  WAVCOUIOeS  9  RELATED  EOUIPMCNT 

70.920 

72,419 

•9,999 

109.497 

9990 

SYNCHROS  and  resolvers 

9.304 

10,470 

1 1 , 667 

19.942 

9999 

CARLE  CORO  WIRE  ASSEMBLIES  •  COMM  EQUIP 

30,299 

99,997 

42.017 

97.462 

9999 

Msc  electrical  and  electronic  components 

419,213 

297,993 

919,794 

990.228 

TOTAL 

949,919 

999,906 

1 ,293,499 

1 .S3I . 190 

90 

9010 

FIBER  OPTICS  MATS.  COMPONENTS.  ASSCMSLIES  9  ACCESSO  i 

FIBER  OPTIC  CONDUCTORS 

NA 

NA 

2,291 

202 

'  9019 

Fiber  optic  cables 

NA 

32 

1,01  1 

290 

9020 

FIBER  OPTIC  Devices 

NA 

12 

192 

903C 

fiber  OPTIC  DEVICES 

NA 

137 

299 

9060 

FIBER  OPTIC  INTERCONNCCTORS 

NA 

NA 

1 .239 

9070 

FIBER  OPTIC  ACCESSORIES  AMO  SUPPLIES 

NA 

12 

90 

160 

9090 

^lUM  OMTIC  AIT*  «  aCTS 

NA 

■  NA 

97 

299 

■ 

total 

0 

193 

4.079 

2.947 

91 

9109 

ELECTRIC  WIRE,  •  POWER  *  DISTRIBUTION  EQUIPMENT 

MOTORS  electrical 

tt.204 

27,940 

44.439 

93.962 

9110 

ELECTRICAL  CONTROL  EQUIPMENT 

29.931 

37,990 

48.293 

99 , 999 

91  19 

OCNCKAyOMS  ANO  OCNCNATON  SCTS  etECTKICAt 

133.079 

179.979 

i234 . 030 

233,994 

9119 

FUCl  CELL  POWER  UNITS  AND  COMP 

219 

0 

94 

42 

9120 

TRANSFOitMERS  *  DISTRIBUTION  9  POWER  STA 

i.B9B 

9,799 

10,461 

7,219 

9129 

CONVERTERS  ELECTRICAL  ROTATlNQ 

21.579 

1.9.999 

19,791 

14.098 

9130 

CONVCKTeMS  ELeCTNlCAL  NON  NQTATINI 

.  19.911 

23.291 

43.941 

47.904 

9139 

sattcrics  primary 

M.470 

39,997 

94 . 290 

99,047 

9140 

9ATTERIE9  SECONDARY 

M.7« 

31,294 

97 . 090 

90,612 

9149 

WIRE  ANO  CA9LC  ELECTRICAL 

31 ,999 

97.392 

74. 343 

'  93.097 

9190 

HISC  CLCCTKIC  FOWCN  •  OISTRIOUTION  CO 

IX.3S7 

11.792 

19.999 

19. 392 

TOTAL 

399,910  , 

4^*, 7*0 

609,490 

613. 799 

92 

9210 

LI9MTIN9  fixtures  ANO  LAMPS 

INDOOR  9  OUTDOOR  ELEC  LlOMTtNS  FIXTURES 

•  ,»Tt 

9.990 

9.933 

11,999 

9220 

ELECTRIC  VEHICULAR  LIQHT9  ANO  F,IXTURC9 

9.377 

11.474 

19.319 

23.991 

9230 

ELECTRIC  R0RTA9LE  9  NANO  t-IONTINO  EQUIP 

9.440 

•  •t* 

I*. 133 

27.739 

9240 

ELECTRIC  LAMPS 

it.oit 

u,s*t 

19,920 

22.377 

Table  C.  Supplies  and  Equipment 
(Continued) 

(Amounts  in  Thousands) 


FSC 

CODE 

DESCRIPTION 

FISCAL  YEAH 

1979 

1980 

1981 

1982 

62 

liomtino  fixtures  ano  lamps 

! 

I 

6290 

9ALLA6TS  LAMPHOLDERS  AHO  STARTERS 

375 

1  792 

1,919 

1 , 231 

6260 

nonelectrical  light  I  no  fixtures 

2.263 

1.466 

2.660 

2.784 

TOTAL 

36,439 

44.002 

67.210 

90.033 

63 

ALARM  ANO  SIGNAL  SVSTEMS 

6310 

TRAFFIC  ANO  TRANSIT  SIGNAL  SYSTEMS 

77 

179 

586 

513 

6320 

SHIPSOARO  alarm  ANO  ^iONAL  SYSTEMS 

2.  136 

1.062 

3.420 

9.292 

6330 

railroad  signal  ano  warning  devices 

60 

39 

66 

36 

6340 

AIRCRAFT  ALARM  ANO  SIGNAL  SYSTEMS 

3.610 

3.  120 

9,694 

6.030 

6350 

miscellaneous  alarm  ano  signal  systems 

17,227 

6,374 

19.336 

6.667 

TOTAL 

23, 132 

13,766 

29,068 

20,690 

65 

MEDICAL.  DENTAL,  VETERINARY  EQUIPMENT  ♦  SUPPLIES 

6505 

DRUGS  BIOLOGICALS  ANO  OFFICIAL  REAGENTS 

1 1 6. 676 

136,094 

166.  066 

163,461 

6506 

MEOtCATEO  COSMETICS  ANO  TOILETRIES 

343 

429 

671 

722 

6910 

Surgical  dressing  materials 

19.006 

19. 990 

21,649 

25.664 

6515 

medical  surgical  instruments  equip  6  SUP 

41 . 722 

46.661 

60,612 

SI .277 

6520 

dental  iNSTRUMEHTS  EQUIP  ANO  SUPPLIES 

1 1 . 097 

13.642 

11,661 

13. 760 

6525 

X-RAV  EQUIP  SUPPLIES  -  MEDICAL  6  DENTAL 

36, 716 

39.956 

47.631 

36,971 

6930 

hospital  FURNITURE  EQUIP  UTENSILS  4  SUP  i 

23. 663 

27,299 

26 . 903 

37, 960 

6532 

hospital  4  SURGICAL  CLOTHING 

7.  609 

6,239 

12,071 

14.073 

6940 

opticians  INSTRUMENTS  EQUIP  4  SUPPLIES 

4.417 

7,696 

6.521 

5. 026 

6549 

medical  sets  kits  ano  outfits 

1,662 

2.949 

6.491 

6.022 

total 

264.475 

269,652 

364,694 

406, 776 

66 

1 

INSTRUMENTS  ANO  LAGORATORV  EQUIPMENT 

' 

6609 

navigational  INSTRUMENTS 

111, 603 

162.046 

304,267 

422,046 

6610 

FLIGHT  instruments  ! 

96,739 

93,906 

90,770 

123.930 

6619 

AUTOMATIC  PILOT  MECHANISMS  A 1 RGORNE  GYRO 

71 . 671 

62,670 

127,632 

129, 193 

6620 

ENGlPtE  INSTRUMENTS 

29, 603 

23,666 

33. 139 

46,669 

6629 

electrical  elfctronic  measuring  instrumt 

313,0'^9 

267.994 

399.211 

526,997 

6630 

CHEMICAL  ANALYSIS  INSTRUMENTS 

6,690 

11,979’ 

16. 916 

27, 142 

6639 

PHYSICAL  properties  TESTING  EQUIPMENT  | 

ie;064 

16.307 

14,634 

22. 1 19 

6636 

ENVIRONMENTAL  CHAMBERS  ANO  RELATED  EQUIP  | 

2.666 

3.  196 

4.242 

7,547 

6640 

LASORATORY  EQUIPMENT  ANO  SiiPPLlES 

16.996 

14,424 

, 17. 767 

27. 968 

6649 

TIME  measuring  instruments 

6.646 

7,239 

6,614 

11.732 

6650 

OPTICAL  INSTRUMENTS 

29.696 

31,474 

36.436 

37. 221 

6699 

GEOPHYSICAL  ANO  ASTRONOMICAL  INSTRUMENTS 

692 

1,679 

1 , 093 

3.496 

6660 

nETEOMLOOICAL  INSTRunENTS  ANO  APFARATUS 

6,  366 

6.461 

17. 194 

12. 639 

6669 

MAZARO'CETECTINO  INSTRUMENTS  6  APPARATUS 

34,029  ; 

26,222 

34.761 

66,643 

6670 

SCALES  ANO  9ALANCCS 

1 ,664 

1 . 677  1 

3,000 

3.322 

6679 

DRAFTING  SURVEY  1  NO  6  MAPPING  INSTRUMENTS 

37,  6  M 

22.732 

46.616 

39,699 

6660' 

LIOUlO’OAS-MOTtON  MEASURING  INSTRUMENTS 

21.U46 

21.129  1 

32, 735 

39.621 

6669 

PRESSURE  ■'iflP  MUNIOITV  INSTRUMENTS 

26,192  1 

37.399  1 

47.693 

99.620 

6669 

COMBINATION  6  MISCELLANEOUS  INSTRUMENTS 

36,960 

90.907 

29.639 

24.619 

total 

627,160 

696.004  * 

1,230.117 

1 .629.771 

67 

PNOTiSGRAPMIC  EQUIPMENT 

6710 

CAMERAS  MOTION  PICTURE 

3.666 

•  .ASX 

9.749  1 

23,890 

6720 

CAMERAS  STILL  PICTURE 

6. 639  { 

E0s664  1 

33,629  1 

96.609 

6730 

PMOTOORAPHIC  PROJECTION  EQUIPMENT 

9.066 

6.  126 

13.992 

7.893 

6740 

PHOTO  OevCLOPLNn  ANO  FINISHING  EQUIP 

10,046 

t.  360 

11.326 

16.646 

6790 

PMOTOORAPHIC  SUPPLIES 

30,716 

34, *19 

46. 360  1 

49.099 

6760 

PHOTOGRAPHIC  EQUIPMENT  ANO  ACCESSORIES 

10.402 

16,704 

14,229 

20.069 

•770 

FILM  PROCESSED  i 

799 

3,493 

9.306 

9.927 

6760 

PMOTOORAPHIC  SETS  KITS  ANO  OUTFITS  | 

6.632 

4.667  j 

6.306 

19.372 

total  . 

77,174 

107,964 

146,071 

1 97 , 326 

66 

chemicals  ano  chemical  PR00UCT9  | 

6610 

CMEMICAt.6 

It, sot 

24.763 

29.937 

3*. 404 

6620 

'  OVES 

946 

t.426 

1,607 

2.  793 

6630 

•ASEi  COMPRESSED  ANO  LI OUCP ICO 

•  .Z«7 

6,947 

11,643 

10,491 

46 


Table  C.  Supplies  and  Equipment 
(Continued) 


(Amounts  in  Thousands) 


FSC 

DESCRIPTION 

1  FISCAL  YEAR 

1979 

1980 

1981 

1982 

60 

chemicals  and  chemical  ^900UC1S 

6040 

PEST  CONTROL  AGENTS  AND  DISINFECTANTS 

4.  177 

6.436 

5.607 

9,111 

6050 

MISCELLANEOUS  CHEMICAL  SPECIALTIES 

30,214 

49. 104 

,63.179 

96. 642 

total 

63,606 

91 . 299 

112.169 

123,441 

69 

TRAINING  AIDS  ANC  DEVICES 

1 

69t0 

TRAINING'  AIDS 

66,609 

99,430 

60.066 

66.699 

6920 

ARMAMENT  TRAINING  DEVICES 

76,431 

103, 033 

129,003 

116. 994 

6930 

operational  TRAINING  DEVICES 

366, 171 

445.072 

366. 897 

408. 614 

6940 

COMMUNICATION  TRAINING  DEVICES 

13,930 

1 1 . 229  j 

4,641 

16. 239 

total 

929, 3C7 

696. 764 

560 . 609 

632, 742 

70 

GENL  PURPOSE  AOPE.  SOFTWARE,  SUPPLIES  •  SUPPORT  EQU 

7010 

AO*E  CONFIGURATION 

179,776  1 

219. 661 

1 90 . 960 

383.407 

7020 

AOP  central  PROCESSING  UNIT  •  ANALOG 

6,610 

10,200 

9,264 

10, 370 

7021 

AOP  central  processing  ttNiT  •  DIGITAL 

27,179 

40,690 

62.661 

94.196 

7022 

AOP  CENTRAL  PROCESSING  UNIT  -  HYBRID 

3,  991 

16. 977 

1 . 369 

926 

7029 

AOP  INPUT/OUTPUT  AND  STORAGE  DEVICES 

69,746 

63,400 

120.97H 

142,466 

7030 

AOP  SOFTWARE 

29,630 

97,096 

35,421 

73. 662 

7035 

AOP  ACCESSORIAL  EQUIP 

70.923 

62.021 

74 , 900 

107.433 

7040 

PUNCHED  CARO  EQUIP 

9.  143 

6,  307 

7,067 

3,159 

7042 

MINI  «  MICRO  COMPUTER  CONTROL  DEVICES 

NA  - 

NA 

NA 

1 . 390 

’049 

AOP  SUPPLIES  AND  SUPPORT  EQUIP 

29.  649 

27.2#t 

40,443 

46.633 

7050 

AOP  COMPONENTS 

32, #37 

16,241 

47.639 

56,092 

total 

443.669 

940,  614 

610,379 

661 , 730 

7t 

FURNITURE 

7109 

HOUSEHOLD  FURNITURE 

43'.  1 93 

31.699 

44,649 

74 , 609 

71  10 

OFFICE  FURNITURE 

16,279 

14, 74B 

19.065 

36,692 

7129 

cabinets  LOCKERS  BINS  AND  SHELVING 

12.096 

10.616 

16.360 

27,091 

7199 

MISCELLANEOUS  FURNITURE  AND  FIXTURES 

13. 161 

6,099 

12.661 

23.467 

TOTAL 

66,669 

63,322 

•1 , 99S 

1 64 , 299 

72 

household  *  COML  FURNISHINOS  *  APPLIANCES 

.7210 

HOUSEHOLD  furnishings 

1 6 . 909 

37.079  ‘ 

.40,  103 

24 , 952 

7220 

floor  COVER  I  rxis 

1  10,262 

B.472 

16.776 

16,424 

7230 

DRAPERIES  AWNINGS  AND  SHADES 

7.497 

9.494 

7.062  • 

12.921 

7240 

HOUSEHOLD  and  commercial  UTIL  CONTAINERS 

2.767 

3.443 

3.  163 

9.290 

7290 

MBC  household  furnishings  appliances 

1 . 964 

9.131 

3.  199 

3,666 

' 

total 

3t,43# 

99,619 

72, 31 1 < 

62,643 

73 

food  preparation  and  serving  equipment 

7310 

FOOD  COOKING  BAKING  SERVING  EQUIP 

1 1 . 674 

13,314 

.  21 . 74# 

23,939 

7320 

KITCHEN  EQUIPMENT  ANC  APPLIANCES 

9,  724 

7,607 

10.309 

19, 749 

7330 

KITCHEN  HAND  TOOLS  ANO  UTENSILS 

3,993 

1  1 . 003 

626 

12.299 

7340 

CUTteWY  ANO  rLATWAW 

1 , 370 

•23 

662 

'  .  902 

7390 

TASCCWARC 

9,923 

7.3S* 

2.700 

4,73# 

7390 

BETS  KITS  B  OUTFITS  FOOD  PREP  B  SERVING 

1.133 

6.392 

3.676 

2. 601 

TOTAL 

29,977 

39,999 

40.646 

61,424 

74 

OFFieC  NACHINC*.  VISIM.C  NCCONO  COUIF  .  AOF  COUIF 

7426 

ACCOUNTING  ANO  CALCULATING  MACHINES 

3,  191 

2,9M 

4.066 

1.674 

7430 

typewriters  4  OFF.CC  TYPE  COMPOSING  MACN 

23, 149 

19,079 

16,727 

23.030 

7439 

OFFICE  INFORMATION  SYSTEN  EQUIPMENT 

NA 

NA 

NA 

.  7,  364 

7490 

OFFICE  TYPE  SOUND  RECORD 1  NO  RCPRO  MACH 

t.ilO 

2,040 

2.934 

2.476 

.  7490 

.VISIBIE  RECORD  EQUIPMENT 

4,990 

3,  #21 

9.621 

6.666 

7490 

MIBCCLLANCOUB  OFFICE  MACH f NEB 

9.929 

7,B09 

6.  160 

10,731 

total 


90. 990 


9t,0ft 


41.401 


Of. 109 


FSC 

CODE 


7a 

7510 

7520 

7500 

7540 


75 

7510 

7530 

754C 

7550 

7570 

7550 


77 

7710 

7720 

7730 

7740 


75 

7510 

7520 

7530 


75 

7510 

7520 

7530 


50 

5010 

5020 

5030 

5040 


51 

5105 

5110 

5115 

5120 

5125 

5130 

5135 

5140 

5145 


Table  C.  Sunpiles  and  Equipment 
(Continued) 

(Amounts  In  Thousands) 


DESCRIPTION 

1979 

1980 

1981 

1982 

OFFICE  SUPPLIES  ANO  DEVICES 

OFFICE  SUPPLIES 

3,335 

5,421 

4,397 

7.299 

OFFICE  DEVICES  ANO  ACCESSORIES 

1.613 

1.721  ' 

1,039 

2,593 

STATIONERY  ANO  RECORO  FORMS 

15.350 

22,C25 

33,951 

42. 534 

STANDARD  FORMS 

2,205 

723 

1,175 

1 . 603 

TOTAL 

2B,745 

25,591 

40,592 

94. 319 

BOOKS,  MAPS  ANO  OTHER  PUBLICATIONS 

BOOKS  ANO  PAMPHLETS 

22,542 

29,212 

22,455 

29. 1 73 

NEWSPAPERS  ANO  PERI  00 f CALS 

3. 147 

3,217 

3,951 

4.  757 

MAPS  ATLASES  CHARTS  ANO  aLOBCS 

513 

461 

447 

941 

ORAWINQS  ANO  SPEC  1 F I  CAT  IONS 

2.S52 

1,930 

3.455 

290 

NICR0F1LN  PROCESSED 

1.531 

2.340 

2. 129 

2.952 

niSCELLANCOUS  printed  natter 

11,156 

5,245 

20. 557 

19. 364 

TOTAL 

41.771 

41,405 

93,440 

45,077 

MUSICAL  INST,  PHONOORAPHS.  «  HOME  TYPE  RADIOS 

MUSICAL  INSTRUMENTS 

701 

752 

752 

1 .201 

MUSICAL  INSTRUMENT  PARTS  ANO  ACCESSORIES 

105 

29 

'  126 

1  19 

PHONOORAPHS  RADIOS  -  TV  SETS  HOME  TYPE 

715 

1,175 

1 . 727 

1 . 217 

PHONOORAPH  RECORDS 

534 

200 

24S 

190 

TOTAL 

2,150 

2,152 

2,553 

RECREATIONAL  AND  ATHLETIC  EOUIPMENT 

ATHLETIC  ANO  SPORT 1  NO  EQUIPMENT 

1,125 

1,345 

1 .949 

OAMCS  TOYS  ANO  WHEELED  OOOOS 

152 

430 

455 

71 1 

RECREATIONAL  ANO  OYMNASTIC  EOUIPMENT 

1 , 405 

2,773 

2,594 

3,935 

TOTAL 

2.715 

4,552 

9,035 

5,292 

CLEAN 1  NO  EOUIPMENT  ANO  SUPPLIES 

FLOOR  POLISHERS  ANO  VACUUM  CLEANERS 

1,257 

1,155 

1.705 

2.953 

BROOMS  BRUSHES  MOPS  ANO  SPONGES 

1,557 

1,491 

1 . 735 

3,054 

CLEANING  *  POLtSHINO  COMPOUNDS  ANO  PREPA 

31.935 

35  1  12 

43.246 

46.520 

TOTAL 

35, 123 

40. 791 

46.693 

94,167 

L''.^SNES.  PAINTS,  sealers  ANO  ADHESIVES 

PAINTS  DOPES  VARNISHES  ANO  RELATED  PROO 

' 

4,715 

5,155 

5,354 

^0.453 

PAINT  ANO  ARTISTS  BRUSHES  ' 

27 

10 

57 

1 1 

'  PRESERVATIVE  ANO  SEALING  COMPOUNDS 

1,005 

551 

5,340  . 

2.  165 

ADHESIVES 

314 

272 

447 

535 

TOTAL 

5,055 

7,255 

15,246 

13,472 

containers,  packaging  «  PACKING  SUPPLIES 

BAGS  ANO  SACKS 

5.552 

5,543 

9,562 

9.932 

DRUMS  ANO  CANS 

3.059 

3,557 

13.550 

7.357 

■OACS  .CAHTONO  ANO  CNATCS 

10. *55 

5,555 

5.555 

5.442 

GAS  CYLINDERS 

3«393 

3,233 

7,909 

5.  150 

BOTTLES  ANO  JARS 

40 

203 

523 

1,414 

REELS  ANO  SPOOLS 

’  1 , 024 

260 

773 

755 

PACKAGING  ANO  PACKING  SULK  MATERIALS 

3,445 

4,539 

6,  791 

7,209 

AMMUNITION  5  NUCLEAR  ORDNANCE  SOXES 

21 . 335 

33.430 

30,763 

45,075 

SPECIALIZED  SHIPPING  5  STORAGE  CONTAINER 

•,aTO 

13,555 

21 . 993 

32. 135 

TOTAL 

55, 79U 

75.456 

100,570 

120,921 

Table  C.  Supplies  and  Equipment 
(Continued) 

(Amounts  In  Thousfmds) 


FSC 

CODE 

DESCRIPTION 

1  FISCAL  YEAR 

1979 

1960 

1981 

1982 

•3 

TEX,  LTH6.  FURS.  APPAREL  ♦  SHOE  FIND.  TENTS  ♦  FLAGS 

' 

•30S 

textile  FAORfCS 

62.606 

176, 792 

207,662 

167,964 

S3 10 

YARN  AND  THREAD 

224 

220 

449 

969 

S319 

NOTIONS  AND  APPAREL  F I  NO 1  NOS 

2.009 

3,964 

3,679 

9,676 

S320 

PAOOINO  AND  STUFFING  MATERIALS 

90 

3,463 

304 

697 

S329 

FUR  MATERIALS 

NA 

NA 

NA 

-19 

S330 

leather 

346 

237 

418 

924 

S339 

SHOE  FiNOINOS  AND  SOLING  MATERIALS 

120 

332 

693 

477 

6340 

TENTS  ANO  TARPAULINS 

10,996 

10,021 

29,396 

31 ,474 

6349 

FLAGS  ANC  PENNANTS 

1 . 236 

2,920 

3.919 

3,061 

TOTAL 

77,990 

197, 129 

242,690 

211 ,019 

64 

CLOTHING  ANO  INOIVIOUAL  EQUIPMENT 

6405 

OUTERWEAR  MENS 

66,092 

172,701 

178,667 

146,673 

6410 

OUTERWEAR  WOMENS 

24,363 

32,992 

17, 117 

16,271 

6419 

CLOTHING  SPECIAL  PURPOSE 

196,920 

162,366 

190,326 

336, 246 

6420 

UNDERWEAR  ANO  NIGHTWEAR  MENS 

1.979 

1 1 , 766 

10,673 

29,744 

6429 

UNDERWEAR  ANO  NIGHTWEAR  WOMENS 

33 

0 

103 

0 

6430 

FOOTWEAR  MENS 

66,761 

111, 366 

121.743 

109,262 

6436 

FOOTWEAR  WOMENS 

3,319 

4,661 

2,049 

1,106 

6440 

HOSIERY  HANOWEAR  A  CLOTHING  ACCESSOR  MEN 

1 1 . 046 

31,466 

16,664 

16,944 

S444 

HOSIERY  HANOWEAR ‘CLOTHING  ACCESSO  WOMENS 

2.434 

2,662 

3.  100 

2,043 

6490 

CHI  LOREN  A  INFANTS  APPAREL  A  ACCESSORIES 

7,466 

6,373 

6,690 

12,796 

6499 

SAOGES  ANO  INSIGNIA 

6,912 

12,306 

19,437 

16,607 

6460 

LUGGAGE 

2.51* 

4,749 

4.709 

7,321 

6469 

INOIVIOUAL  EQUIPMENT 

23,093 

99,390 

69,731 

63,41 1 

6470 

ARMOR  personal 

2,049 

4,662 

19,264 

22,170 

6479 

SPEC  flight  CLOTHING  A  ACCESSORIES 

9,434 

10,211 

9.079 

13,764 

total 

423,999 

626,61 1 

6‘3,991 

69 

TOILS VRIES 

mm 

6910 

PERFUMES  TOILET  PREPARATIONS  ANO  POWDERS 

4,291 

6,213 

6,796 

6920 

toilet  soap  shaving  prep  •  OENT I  PRICES 

9,369 

9,  162 

9,932 

6930 

PERSONAL  TOILETRY  ARTICLES 

1,629 

3,070 

3,729 

6940 

TblLETUr  PIWOUCTS 

10,414 

16,260 

19.134 

TOTAL 

21,666 

29. 947 

33,729 

39,999 

67 

AGRICULTURAL  SUPPLIES 

6710 

FORAGE  ANO  FEED 

4,169 

9,279 

C.132 

9,607 

6720 

fertilizers 

649 

492 

1,066 

1  .479 

6730. 

SEEDS  ANO  NURSERY  STOCK 

267. 

341 

623 

466 

TOTAL 

9,077 

1 

6,096 

7,643 

7,946 

66 

Live  ANIHALS 

1 

6610 

LIVE  ANIMALS  RAISED  FOR  FOOO 

22 

46 

14 

19 

6620 

Live  ANiruLs  NOT  itA'seo  for  Feeo 

966 

4*7 

294 

274 

TOTAL . 

966 

933 

266 

266 

*** ' 

■  •a 

66 

sugsistenck 

i 

6600 

’  PCRIOHAOLe  SUMISTCNCC  *10000  -  *19000 

167 

339 

931 

1i17t 

6600 

MEAT  POULTRY  ANO  FISH 

662.666 

634.499, 

6*7, ssa 

S2S,858 

6610 

DAIRY  FOODS  ANO  EGGS 

160.036 

166,692 

196,364 

166,617 

6610 

FRUITS  ANO  VeOETASLES 

146,262 

149,146 

176,763 

179,941 

6620 

SAKERY  ANO  CEREAL  PRODUCTS 

•t, 47* 

!  61,964 

106,497 

114, SSt 

6620 

SUOAN  CONFECT  I OMCRY  ANO  NUTS 

34. 176 

49,764 

06,696  , 

47,070 

6630 

JAMS  .lELLIES  ANO  PRESERVES 

6,706 

7,633 

19,667 

1 1 . 720 

6630 

SOUPS  ANO  BOUILLONS 

11,366 

12,660 

15.33* 

19,069 

6640 

.  SPECIAL  OIETANT  FPOOS  -  SPECIALTY  PREP 

93,921 

46,466 

93,647 

96,966 

6640 

FOOO  OILS  ANO  FAT4 

tl.SOO 

19,000 

23,  SSI 

23,027 

6600 

CON9IMENT9  ANO  RELATED  PRODUCTS 

36,793 

44,677 

60.626 

62,663 

6600 

COFFEE  TEA  ANO  COCOA 

66.440 

79,734 

67,662 

68,476 

6660 

BEVERAGES  NONALCOHOLIC  ' 

16,649 

20,246 

34,974 

36,627 

6660 

■eVERAOeS  ALCOHOLIC 

NA 

11 

10* 

277 

Table  C.  Supplies  and  Equipment 
(Continued) 

(Aniounts  in  Thousands) 


FSC 

CODE 

FISCAL  YEAR 

DESCRIPTION 

1979 

1980 

1981 

1982 

89 

SUBSISTENCE 

8970 

COnPOSITE  FOOD  PACKAGES 

71,979 

24 , 272 

142,873 

64.  164 

8975 

TOBACCO  PBCOUCTS 

70. 975 

75,832 

101 .310 

1 19,433 

8999 

FOOD  ITEMS  FOR  RESALE 

82, 154 

99:717 

1  95,986 

142,847 

TOTAL 

1,530,970 

1,939,322 

1.933,979 

1 .767. 753 

91 

FUELS,  LUBRICANTS,  OILS  ANO  WAXES 

9110 

FUELS  SOLID 

69,990 

97,208 

89, 863 

112,529 

9130 

LIQUID  PROPELLANTS  4  FUEL  PETROLEUM  BASE 

2,719,900 

4,526,939 

9. 194,013 

6. 779. 966 

9135 

LIQUID  PROPELLANT  FUELS  *  CHEMICAL  BASE 

!  30,619 

47, 323 

43,910 

49,781 

9140 

FUEL  OILS 

1,271,694 

2,193.930 

9,192,239 

3, '938,  740 

9150 

OILS  *  GREASES  CUTTING  LUBR  4  HYDRAULIC 

99, 929 

192,079 

419.893 

102,441 

9180 

MISCELLANEOUS  WAXES  OILS  ANO  FATS 

927 

1  1.103 

1 .392 

1,201 

TOTAL 

7,028,979 

12.  937,  310 

10,576^678 

93 

NONMETALLIC  FABRICATED  MATERIALS 

9310 

PAPER  ANO  PAPERBOARD 

1 , 728 

3.  997 

5,693 

7,264 

9320 

RUBBER  FABRICATED  MATERIALS 

604 

992 

1 .982 

6,  698 

9330 

PLASTICS  FABRICATED  MATERIALS 

10,036 

10,677 

14,563 

20, 786 

9340 

GLASS  FABRICATED  MATERIALS 

779 

2.  133 

1 ,644 

2.004 

9350 

REFRACTORIES  4  FIRE  SURFACING  MATERIALS 

734 

1,472 

1 . 929 

3,  181 

9390 

MISC  fabricated  NONMETALLIC  MATERIALS 

.  1,677 

2,036 

2.  575 

2.  869 

TOTAL 

19,999 

21,307 

26,562 

42.822 

94 

NONMETALLIC  CRUDE  MATERIALS 

9410 

CRUDE  GRADES  OF  PLANT  MATERIALS 

130 

343 

295 

237 

94i20 

fibers  VEGETABLE  ANIMAL  ANO  SYNTHETIC 

289 

18 

25 

0 

9430 

MISC  CRUDE  ANIMAL  PRODUCTS  •  INEDIBLE 

146 

199 

126 

12 

9440 

MISC  CRUDE  AGRICULTURAL  4  FORESTRY  PROD 

NA 

47 

149 

413 

9450 

NONMETALLIC  SCRAP  EXCEPT  TEXTILE 

NA 

13 

924 

205 

TOTAL 

969 

620 

1,119 

867 

■  as 

a  a  a 

a  a  a 

95 

METAL  BARS,  SHEETS  ANO  SHAPES 

9505 

WIRE  NONELECTRICAL  IRON  ANO  STEEL 

7,314 

1,121 

726 

1 , 019 

9510 

BARS  AND  RODS  IRON  AND  STEEL 

4,  130 

7,988 

8.  189 

9,676 

9915 

PLATE  SHEET  ANO  STRIP  IRON  AND  STEEL  I 

19,279 

28,293 

33,046 

31,669 

9920 

STRUCTURAL  SHAPES  IRON  ANO  STEEL  { 

4,040 

3,»li 

7.937 

9.922 

9929 

WIRE  NONELECTRICAL  NONFERROUS  BASE  METAL 

996 

427 

698 

9930 

BARS  ANO  RODS  NONFERROUS  BASE  METAL 

9,417 

9,914 

19,794 

8,900 

9939 

PLATE  SHEET  STRI P'NONFERROUS  BASE  METAL 

23,198  .1 

29,999 

27,797 

27,847 

9940 

STRUCTURAL  SHAPES  NONFERROUS  BASE  METAL 

2p919 

2,944 

2,399 

2.209 

9949 

PLATE  SHEET  STRIP  4  WIRE  PRECIOUS  METAL 

148 

,109 

997  1 

397 

TOTAL 

88,989 

79,941 

97.240  1 

90,674 

99 

ORES,  MINERALS  ANO  THEIR  PRIMARY  PRODUCTS 

9910 

ORES 

219 

13S 

33 

90 

9920 

MINERALS  NATURAL  ANO  SYNTHETIC 

199 

139 

429 

9930 

AOOITIvi  nCTAL  HATERIALS  C  nASTEN  AUUSYS  '  ' 

139 

341  • 

307 

919 

9940 

IRON  4  STEEL  PRIMARY  4  SEMIFINISHED  PROD 

79B 

2,244 

1,210  • 

1.799 

9990 

NONFERROUS  BASE  METAL  REFINERY 

3.318 

7,499 

9,91  7 

1 1 . 992 

9990 

PKECIOMS  METALS  PM'IMAMV  FeNflS 

34 

0 

72 

97 

9970 

IRON  AND  STEEL  SCRAP 

NA 

19 

0 

133 

9990 

NONFERROUS  METAL  SCRAP 

NA 

.  NA 

102 

0 

TOTAL 

4,804 

10,404 

10. 777 

14,919 

•• 

MISCELLANEOUS 

9909 

SIGNS  ADVERTISING  DISPLAYS  1  DENT  PLATES 

1,019 

t.42T 

1,790 

4.794 

9910 

JEWELRY 

393 

1,222 

419 

13B 

9919 

COLLECTORS  ITEMS 

NA 

94 

•  131 

^  19 

9920 

SMOKERS  ARTICLES  ANO  MATCHES 

124 

191 

.139 

i99 

Table  C.  Supplies  and  Equipment 
(Concluded) 

(Amounts  in  Thousands) 


pop 

DESCRIPTION 

1  FISCAL  YEAR 

1979 

1980 

1981 

1982 

90  MISCELLANEOUS' 

9925  ECCLESIASTICAL  EQUIP  FURNISH I  NO  S  SUP 

9930  MEMORIALS  CEMETERY  MORTUARY  EQUIP  A  SUP 

9999  NONFOOD  ITEM;  FOR  RESALE 

9999  MISCELLANEOUS  ITEMS 

TOTAL 

TOTAL  SUPPLIES  AND  EQUIPMENT 

339 

574 
40.559 
206. 376 

167 

662 

34,627 

115,663 

1.000 

1.047 

44,164 

239.615 

353 

456 

•  71,532 

210, 1 76 

249,339 

154.213 

266,261 

267,567 

36,451,561 

46,950,9^6 

64,059,290 

72,821,422 

LIST  OF  ABBREVIATIONS 


The  following  abbreviations  are  used  in  this  publication: 


AC 

ACCY 

ACFT 

AOMIN 

ADP 

ADRS 

AIR  CONO 

AMMO 

ASSY 

ASSOC 

BLDG 

BTWN 

CFT 

CGO 

CHEM 

CHG 

CNTL 

COML 

COMM 

COMP 

CONST,  CONSTR 

COOP 

CTMS 

CYC 

DEV 

DLVRY 

DR 

DV 

EAM 

ELCT 

ENG 

ENGR 

ENVIRON 

EQ,  EQU,  EQUIP 

EX,  EXC 

EXCL 

EXPLO 

FAB 

FAC 

FIL 

FIND 

FLTG 


Air  Conditioning  GND 

Accessory  GOCO 

Aircraft 

Administration  GOGO 

Automatic  Data  Processing 
Address  GOVT 

Air  Conditioning  GUIDE 

Ammunition 

Assembly  HOSP 

Associated  HWY 

Building  INDUST 

Between  INST 

Craft  log 

Cargo  LIO 

Chemical  LTHR 

Charge 

Control  MACH 

Commercial  MAINT 

Communications  MAP 

Component  ■  MAT 

Construction  MEAS 

Cooperative  MECH 

Countermeasures  MFG 

Cycle  MISC,  MISCL 

MM 

Development  MSC 

Delivery  MSL 

Driven 

Device  NUCL 

Electric  Accounting  Machine  ORD 
Electronic 

Engine  PHOTO 

Engineer  PRCHT 

Environment  PREP 

Equipment  PROP 

Except  PROPUL 

Exclude  PRTG 

,  Explosive  PUB 

Fabricated  REAC 

Facilities  rECR 

Filter  rEL 

Findings  rEPR 

Floating  REPRO 


Ground 

Government  Owned, 
Contractor  Operated 
Gc  /ernment  Owned, 
Government  Operated 
Government 
Guided 

Hospital 

Highway 

Industrial 

Instrument 

Landing 

Liquid 

Leather 

Machine 

Maintenance 

Mapping 

Materia! 

Measure 
.  Mechanical 
Manufacturing 
Miscellaneous 
Millimeter 
Miscellaneous 
Missile 

Nuclear 

Ordnance 

Photographic 

Parachute 

Preparation 

Property 

Propulsion 

Printing 

Publication 

Reactor 

Recreation 

Related 

Repair 

Reproduction 


LIST  OF  ABBREVIATIONS  (Continued) 


SECO 

Secondary 

SLD 

Solid 

SML 

Small 

SP 

Space 

SPEC 

.  Special 

SPECILIZED 

Specialized 

STA 

Station 

SUP 

Supply 

SURG 

Surgical 

SV,  SVC 

Service 

SYS 

System 

TEX 

Textile 

TRANS 

Transmission 

TRKS 

Trucks 

UN 

Unit 

UNOWTR 

Underwater 

UTIL 

Utility 

VEH 

Vehicle 

VET 

Veterinary 

WPN 

Weapon 
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